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PREFACE 



This book embodies a course given by the writer for a number of 
years in the Mathematical Laboratory of the Massachusetts Institute 
of Technology. It is designed as an aid in the solution of a large num- 
ber of problems which the engineer, as well as the student of engineering, 
meets in his work. 

In the opening chapter, the construction of scales naturally leads to 
a discussion of the principles upon which the construction of various 
sli,de rules is based. The second chapter develops the principles of a 
network of scales, showing their application to the use of various kinds 
of coSrdinate paper and to the charting of equations in three variables. 
■ Engineera have recognized for a long time the value of graphical 
charts in lessening the labor of computation. Among the charts devised 
none are so rapidly constructed nor so easily read as the charts of the 
alignment or nomographic type — a type which has been most fully 
developed by Professor M; d'OcE^ne of Paris. Chapters III, IV, and V 
aim to give a systematic development of the construction of alignment 
charts; the methods are fully illustrated by charts for a lat^e number 
of well-known engineering formulas. It is the writer's hope that the 
simple mathematical treatment employed in these chapters will serve to 
make the engineering profession more widely acquainted with this time 
and labor saving device. 

I Many formulas in the engineering sciences are empirical, and the 
value of many scientific and technical investigations is enhanced by the 
discovery of the laws connecting the results. Chapter VI is concerned 
with the fitting of equations to empirical data. Chapter VII considers 
the case where the data are periodic, as in alternating currents and volt- 
ages, sound waves, etc., and gives numerical, graphical, and mechanical 
methods for determining the constants in the equation. 

When empirical formulas cannot be htted to the experimental data, 
these data may still be efficiently handled for purposes of further 
computation, — interpolation, differentiation, and integration, — by the 
numerical, graphical, and mechanical methods developed in the last 
two chapters. 

Numerous illustrative examples are worked throughout the text, 
and a lai^e number of exercises for the student is given at the end of 
each chapter. The additional charts at the back of the book will serve 
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as an aid in the construction of alignment charts. Bibliographical 
references will be found in the footnotes. 

The writer wishes to express his indebtedness for valuable data to 
the members of the engineering departments of the Massachusetts 
Institute of Technolc^y, and to various mathematical and engineering 
publications. He owes the idea of a Mathematical Laboratory to 
Professor E. T. Whittaker of the University of Edinburgh. He is 
especially indebted to Capt. H. M. Brayton, U. S. A., a former student, 
for his valuable suggestions and for his untiring efforts in designing a 
lai^ number of the alignment charts. Above all he is thost grateful to 
his wife for her assistance in the revision of the manuscript and the 
reading of the proof, and for her constant encour^ement which has 
greatly lightened the labor of writing the book. 

JOSEPH LIPKA. 
CAiiBitii>GE, Mass., 
Oct. 13, 1918. 
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Graphical and Mechanical Computation. 



SCALES AND THE SLIDE RULE. 

I. Definition of a scale. — A graphical scale is a curve or azis on 
which are marked a series of points or strokes corresponding in order to a 
set of numbers arranged in order of magnitude. 

If the distances between successive strokes are equal, the scale is 
said to be uniform (Figs, lo, ib). If the distances between successive 
strokes are unequal, the scale is said to be nott-uniform (Fig. ic). The 
strokes are drawn as fine as possible, perpendicular to the axis which 
carries the scale. 



itf^^^^^^ 



Fig. la. Fig. ib. Fio. ic, 

2. Representation of a fonction by a scale. — Consider the function 
t^ of a variable u. Form the table 

«=oi23 4 5 6 7 8 9 lo 
^V«* = I 4 9 i6 25 36 49 64 8i 100 
and on an axis OX lay off from the origin 0, lengths equal to x ^ 0.04 1^ 
inches (Fig. 2a) ; mark at the strokes indicating the end of each segment 
the corresponding value of u. Thus, a stroke marked u is at a distance 
of 0.04 «* inches from the origin. Fig. 2a is said to represent the function 
M* by a scale. The length 0.04 inches is chosen arbitrarily in this case to 
represent the unit segment used in laying off the values of u* on the axis. 
This unit segment is called the scale modulus. 

jn — I 1 1 1 r— "- i 7 —C 

(u) 
Fig. 31. 

In general, any function /(«) of a variable « such that each value of 
the variable determines a single value of the function, may be represented 
by a scale. Form the table 

; M = tti Ut Ut . . . 

-/(«)= /(«i) fith) /(«.) ... 
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a SCALES AND THE SLIDE RVIM Chap. 1 

and on an axis OX lay off from the origin lengths equal to x = mf(u) 
inches, and mark with the corresponding values of u the strokes indicating 
the end of each segment. Fig. 26 is said to represent the function /(«) 
by a scale. The length m inches is chosen arbitrarily to represent the 
unit segment used in laying off the values of /{«), and it is called the scale 
Tnodtdtis. The equation x = tnf(u) is called the equation of the scale. 



The uniform scale is a special case of this representation when 
/(«) = u. In Fig. 2c, X = mu, where m = 0.5 inches.* 



The logarithmic scale is a special case of this representation when 
/(«) = log H. In Fig. 2d, X = m log u, where m = 12.5 cm.* 



Fig. 3<I. 

The uniform and logarithmic scales are the most important scales for 
our work. 

After we have constructed a scale for /(«) from a table of values of u 
and /{«), we may wish to estimate the value of « corresponding to a stroke 
intermediate between two strokes of the scale, or to estimate on the scale 
the position of a stroke corresponding to a value of u intermediate be- 
tween two values of « in the table. This process of interpolating on the 
scale is of a>urse very much easier for uniform scales than for non-uniform 
scales. The accuracy of such interpolation evidently depends upon the 
interval between two successive strokes. Experience has shown that 
this interval should not be less than i mm. or about -^ in. (very rarely 
need it be as small as this) ; this may always be done by the choice of a 
proper scale modulus. 

3. Variation of flie scale modulus. — By varying the modulus 
m with which a scale for f(u) is constructed, we get a series of scales 
xi = ffii/(«), Xa = mtf{u), xi = mif{u), . . . , all representing the same 

• The values of m given in the text are those which were employed orifpnally in the 
conatruction of the scales; these values do not however refer to the cuts which, in moat 
cases, are reductions of tlie original drawings. 
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AST. 3 VARIATION OF THE SCALE MODULUS 3 

function with moduli nti, otj, wIi, . . . , respectively. Only one of these 
scales need be constructed by means of a table of values of /(u), and the 
others may be derived graphically from this. 

In Fig. 5a, let OiXi carry the scale Xi = mif{u) ; we wish to construct 
the scale Xt = mtf{u). Let be any con- 
venient point; join OOi and on this line "i *« 
choose Os such that OOi/OOi = mj/fwi; 
through 0, draw OiXt parallel to OiX,. If 
i4 is a point on 0\Xi marked «', then 0\A = 
m,f.{u'), and OA will cut OtXt in a point B 

suci that OiB/OiA = 00^/00, or t>»B = 



nti 



i^^ i>. 



»>i/("') = fnsf(^')i and thus B will also be 
marked it'. By joining with all the points 
A 6f the scale OiXi we shall thus get the 
points B of the scale ^^t so that corresponding points on the same 



Fig. 30. 
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SCALET, AND THE SUDE RULE 



Cup. I 



transversal through O will be marked with the same value of a, and 
the scale on OtXi will have for its equation Xt = tthf{u). 

The transversals through need not be drawn, but simply their 
points of intersection with OtXi indicated. If the transversals through 
are drawn, then we may get a scale of any required modulus by merely 
drawing a [larallel to OiXi dividing the segment OOi in the required ratio; 
thus a line midway between and Oi will carry a scale with modulus 




mi/2, a line % of the way from to Oi will carry a scale with modulus 
2 «i/5. etc. 

This principle is illustrated in Figs. 36 and 3c for uniform and l<^a- 
rithmic scales respectively. If we mark a uniform scale .1, .2, .3, . . . 
.9, on the base line beginning at 0, then the lines through these points 
parallel to the left-hand scale with modulus m will cut the transversals 

in scales whose moduli are .1 m, .2 m 9 m, respectively. It is 

best to make the charts in these figures almost square, and to take jw = 10 
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Aw. 4 STATIONARY SCALES J 

in. for the uniform scale and m = 25 cm. for the logarithmic scale. The 
chart of uniform scales will then be an amplification of the engineer's 
or architect's hexagonal scale, and the chart of logarithmic scales, an 
amplification of the logarithmic slide rule. 

If necessary the scales in either chart may be extended. Note, how- 
ever, that in the case of the logarithmic scales, the segment representing 
the interval from « = i to w = 10 is of the same length as the segment 
representing the interval from « = 10 to « = lOO, or, in general, the 
segment representing the interval from a = 10" to a = 10"+'. 

It is convenient to draw Figs. 3A and jc on durable paper. Only the 
primary scale with modulus m, the base line and the transversals need 
be drawn. The paper may then be creased along any parallel to the 
primary scale to give a scale of the required modulus. Charts of this 
nature have been used to assist in constructing a large number of the 
scales and charts that follow, and much time and energy have been 
saved thereby. (Such charts will be found in the back of this book.) 

4. Stationary scales. — A relation between two variables u and v 
of the form v = /(«) may be represented graphically by constructing the 
two scales x = mv and x = ntf{u) on opposite sides of the same axis or 
on jidjacent or parallel axes with the same modulus and from the same 
origin or with origins in a line perpendicular to the axes. 

If C represents degrees Centigrade and F represents degrees Fahren- 
heit, then ^'— 32 = 1.8 C- We construct the uniform scales x = m (f — 32) 
and X " m (1,8 O on opposite sides of the same axis, and from the same 
origin, i.e., the points marked C = o and f = 32 coincide. In Fig. 4a, 

C-20 -10 10 to 30 40 so eo 70 ao ao 100 
Fig. 40. 

m = 0.02 in., so that the equations of our scales are x = 0.02 (F — 32) 
and X => 0.036 C. By means of such a figure, we may immediately con- 
vert degrees Centigrade and Fahrenheit into each other. 

If pressure is expressed as pounds per sq. in., P, and feet of water, 
W, then P = 0434 W. Draw the uniform scales x =• mP and x = 

w? f ^ -f T -f ^ ^ f ^ T f 



m (0.434 ^ from the same origin. In Fig. 46, the scale modulus is i in., 
so that we have the scales x = P and x = 0.434 W- We may add 
another scale for pressure expressed in inches of mercury, M; thus 
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6 SCALES AND THE SLIDE RULE Chap. I 

P = 0.492 M, and the M scale has for equation x = 0.492 M. By- 
means of such a figure (drawn with the aid of chart 3* or a pair of dividers) 
pressure may be read immediately in pounds per sq. in,, feet of water, 
or inches of mercury. 

If the relation between the two variables is of the form v = log «, we 
construct the adjacent scales x = mv and x = mlogu. If we take 
m = 25 cm., the logarithmic scale will be the same length as that of the 
logarithmic slide rule, and if the uniform scale is divided into 500 parts, 
we can use such a figure to read easily the values of the mantissas of the 
logarithms of all numbers to three decimals, and conversely to read the 
numbers corresponding to given mantissas (Fig. ^). The slide rule 



'i '| 'h'i n ' W 'i' MM '|' t i ^ ii v .ii n l mmn i| "' i '"j 'itii | i' v i| "iH" t'| 

2 3 i S 6 7 a 9 10 



Fig. 4c. 

contains two such adjacent scales. The chart. Fig. 3c, could be used 
for the same purpose if we construct a uniform scale adjacent to the 
primary logarithmic scale. 

If the relation between the two variables is of the form v = m*. we 
may write this as log v = J log «. Here we construct the adjacent 
scales X = m log u and x = m {^ log «), i.e., two logarithmic scales with 
moduli m and 3 m/5 respectively. We use chart 3c and get Fig. 4d, from 

/ 2 3 4 s e 7 8$io 20 X 40 so so Koemoo 

^|., M , M , M , M^ ,, | ,,, | l,, J. , J, ^ J ,||, ,J |J,|| ; ,,, y ,^ M | ,| | npl |,| l ,l |l ,ll , ll , ll .H ,,,| 

/ i 3 4 56783/0 20 

Fig. \d. 

which we can read v when w lies within the limits i to 100, or read w when 

V lies within the limits l to 20. 

We may similarly construct two adjacent scales for the relation » = «", 
where p is any positive number. The chart Fig. 3c may conveniently 
be used for this purpose. We may write the relation as log n = f log «, 
and we pick out on the chart the scales x = m log n and x = (pm) log «, 
i.e., with moduli m and pm. Since the axes carrying these scales are 
parallel with origins in the same perpendicular, any perpendicular to the 
axes will cut out corresponding values of u and v. If f < i we may vse 
the primary logarithmic scale for the v scale. If ^ > i , we write the rela- 
tion in the form « = i^/" and proceed similarly. 

If in the relation f = m", ^ is a negative number, say, —5, then 

V = «-«. If we write r = 10 m"', we merely shift the position of the deci- 
mal point in the value of v; then logr = log 10 — glogu. Construct 
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AaT. 5 SLIDING SCALES 7 

the adjacent scales x = m\ogv and x = m (log lo — qlog u) = m — 
(sm) log « from the same origin ; the latter scale is merely the scale 
X = (gm) log u constructed from the point a: = fw as starting point and 
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proceeding to the left. Fig. 4* represents the relation v = «~1 con- 
structed with the help of chart 3c. 

5. Sliding scales. — Consider two functions /(«) and F{v) and con- 
struct their scales x = mf{u) and x = mF(v). If these scales are placed 
adjacent with their origins coinciding or in the same perpendicular to 
the axes (we shall call this the stationary position), then for any pair of 
values M and v opposite each other, we have OA = (/B (Fig. 50), and 
hence, m/(«) = mF{v), or 
{in the stationary position) /(u) = ^(1"). (I) 

This relation was illustrated in the examples of Art. 4. 

If now one of the scales is slid along the other scale through any dis- 
tance d, then for any pair of values of « and v opposite each other, we 
have OA - O'B == d (Fig. 56), or w/(«) - mF{v) = d, or/(tt) - F{v) = 



d/m = constant, for d and m are independent of the pair of values of u 
and V considered; hence, 

(after sliding) f{u) - F(v) = constant. (II) 

If tti, Vt and «i, Vi are two pairs of values of «, v opposite each other 
{Fig, 5c), then by (II), we may write 

/(«i) - FM =/(«,) - Fivt). (Ill) 

Equations (I) and (II) are the important equations for the construc- 
tion of stationary and sliding adjacent scales, illustrating the principles 
upon which the use of slide rules is founded. 
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8 SCALES AtiD THE SLIDE RUI£ Ckw. I 

As an example, consider the scales a: =■ m log « and x = m \og v. If 
these are placed adjacent, then, in the stationary position, by (I) , log « = 
logr or w = v, and after sliding, by (II), log u — logo = constant, or 

It^ - — constant, or - = constant for any pair of values of u and v opposite 

each other, and — = — for any two pairs of values of a and v opposite 
each other. Thus if any three of the last four quantities are given, the 



Fig. 5* 

fourth quantity may be found at once; thus if «i, Vi, ut are given, slide 
the scales until Vi is opposite Wi, and read Vi opposite Ui. This is illustrated 

in Fig. sd, where we read ~ = ^^ ■ 
^' 2-5 4-00 

We may perform the same ojieration by means of a single logarithmic 

scale X = m log u sliding along an unmarked axis (Fig. $e). 



-Ji — i-i-r I 
«, ,7 < 9 « 



'.■" 




»,.*« 






\l J 


3 


1 


T 


1 1 1 1 



Fig. se. 

1st position: place the scale x = nt log u adjacent to the unmarked 
axis and mark on the latter the values Ui and u*. 

2d position: slide the scale x = m log u until vi of this scale falls 
opposite ui of the unmarked axis; then read tii of the scale opposite Ut of 
the unmarked axis. 

It is evident that simple multiplication and division are special cases 
of the above, for if wi = i or lo, then ih = u%-Vi or lOUfVi, and If 
1^ = I or lo, then «t =■ Wi/ci or lo «j/vi. 



jabyGoOt^Ic 



Aai. 6 



THE LOGARITHMIC SLIDE RULE 



6. The logariflunic slide rule.* — This instrument con^sts of several 
parallel logarithmic scales and one uniform scale, some on the stock of 
the rule and others on the slide. Any two of these scales may be placed 
adjacent by means of a glass runner which has a fine hair line scratched 
on its under side and which is adjusted so that the hair line is always per- 
pendicular to the axes (Fig. 6). 

All logarithmic slide rules do not carry the same number of scales. 
The following is a description of the scales and their equations on the 
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Fig. 6. 

modern Mannheim standard rule (polyphase or duplex), commonly called 
"the lO-inch rule," The length of the graduated part of the rule is 25 
cm. and we shall designate this length by m. The scales are distinguished 
by the letters A, B, C, . . . . We shall use the corresponding amall 
letters a,b,c, ... ,to represent numbers on these scales. 



L:x = ml. 


C : x = m log c. 


D 


X = fftlogd. 


A:x = — 1(^ a. 


a:«.2iogj. 


CI 


«.mlog^. 


K:«-2log*. 


5 : « = ^ log (100 sin s) 


T 


X = m log (10 tan/). 



The C and D scales are graduated so that we can easily read three 
^^res in any part of these scales. Rules for the position of the decim£il 
point may be given, but in computit^ it is best to disregard all decimal 
points and to estimate the position of the decimal point in the final result. 

The following are some of the relations which arise through the appli- 
cation of the principles of stationary and sliding scales to this type of rule. 
(Other illustrations wilt be found in the manuals issued by the manu- 
facturers.) We shall designate the stationary or initial position by (I) 

* Hisloricat Note. Gunter invented the logarithmic scale and used compasKS to 
calculate with it (1620). Oughtred invented the straight logarithmic slide rule, con- 
dsting of two rulers each t>eariiig a logarithmic scale, which were slid along each other 
by hand (1630). Rules in which the slide worlced between parts of a fixed stock were 
known in England in 1654. Robertson constructed the first runner in 1775. Mann- 
heim designed the modem standard slide rule (1850). Rc^et invented the Ic^-log scale 
in 1815. See F. Cajori's History of the Logarithmic Slide Rule. 
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10 SCALES AND THE SLIDE RULE Chap. I 

and the position after sliding by (II). Ntunbers opposite each other are 
designated by the same subscript, 
(i) Landl>: 

(I) I = log (f and d = antilog /. (/ is only the mantissa.) 
(2) C and D (or A and B) : 

(I) logc = logd, .". c =• d, 

(II) l<^c — logii = const., : 



MaUiplicalion: f X g = y or — = 



Division: 



= y or 



, C\ I or 10 I other factor 
d\ one factor | product 

. C I divisor I I or 10 
D\ dividend | quotient 



(3) D and CI: 

(I) logd = log— r, .•. (i = — I- and «* = --j- (for finding reciprocals). 

It is evident that multiplying or dividing d hy c is equivalent to 
dividing or multiplying d by ci. It the rule does not contain a CI 
scale, we may invert the slide so that the C scale slides along the A 
scale, thus transforming the C scale into a CI scale. 

(II) \ogd~ log -r" const. .'. dxci=- const, or diXCTi = djXcH. 

(4) D and .4 (or C and B) : 

(I) log d = i log a, :. d = Va and a <= tP. 
To find v^, divide a, as in arithmetic, into groups of two figures be- 
ginning at the decimal point; the left-hand group may contain only 
one significant figure. Thus, the left-hand groups in 45',6o', .45'6o', 
.oo'45'6 are said to contain two figures, while the left-hand groups 
in 4'56., 4'.56', .04'56', .oo'04'56' are said to contain only one signifi- 
cant figure. We read a in the first half or second half of the A 
scale according as the left-hand group contains one or two figures. 

(5) D and B (or C and A) : 

(I) logd = Jlogft, .-. d 

(II) \ogd— i log b= const., 

(6) D and K: 
(I) logd = |Iogife, .-. d 

To find ■^, divide k, 



= Vb and ft = d*. 



• Vfr" 



= ^and^ = ^- 



■ Vb, vs 



= ^ and ft = d». 

in arithmetic, into groups of three figures 
beginning at the decimal point ; the left-hand group may contain only 
one or two significant figures. Thus, the left hand groups in 456.', 



;abyGoO»:^Ic 



Art. 7 SOLUTION OF ALGEBRAIC EQUATIONS ON THE SLIDE RULE II 

.456', .ooo'456' are said to contain three figures, the left-hand groups 
in 45'.6, .045'6, .ooo'045'6 are said to contain two figures, while the 
left-hand groups in 4'. 56, .oo4'56 are said to contain one figure. We 
read k in the first, middle or last third of the K scale according as the 
left-hand group contains one, two or three figures. 

(7) CandX: 

(I) log c = 4 log k, ■'. c = 'i/k and k = (?. 

(II) logc — 4 log h = const., .'. -rr^ = const., .: -ttL = -t4=' 

Vk -vki Vkt 

(8) A and K (or B and K) : 

(I) 3 log a = J log k, .: Vtt = ^, or a = k^ and k = ai 

(9) A and S: 

(I) ^\oga = llosiioosias), .: a=ioosins and 5 = sin->-^- 

100 

(II) i loga - J log (100 sin 5) = const., .: -^ = const, or -^ = -^ ■ 

Bins s\asi &mst 

The last relation may be used in the solution of oblique triangles. 

To find y = a sin s, we set -r n = -^ ■ 

sin 90 sm J 



We also note that cos s = sin (90° 
(10) D and T: 

g {10 tan/), .*. d = 10 

(II) Iwd — log(iotan/) = C£>«5(., .". = const., or — — = ■ . 

tan / tan (1 tan (j 

To find y = d tan t, set 5 = • 

tan 45 tan t 

To find y = - — ,, set - — ; = — - — 5* 
tan / tan ( tan 45 

We also note that cot t = tan (90" — i). 

7. The solution of algebraic equations on the logarithmic slide rale. — 
The relation between the D and CI scales expressed in Art. 6 (3), viz.; 
that, after sliding, the product of d and ci is the same for all such pairs of 
numbers opposite each other, may be used to assist in the solution of 
algebraic equations of the second and third degrees. Thus if we set 
ci = I over d = q, then over any number y on the D scale we shall find 

I on the CI scale f since I X j = y X ^J and y* on the .4 scale; this is 
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SCALES AND THE SLIDE RULE 



illustrated in the accompanying diagram: CI 



I (Fig. 7)- We 



may use ci = lo instead ol ci = i if necessary, but care must be taken 
in reading the position of the decimal point. 



^ --T 1 ' I ■ 



±TTJ\d 



(i) If we slide the runner until the readings on the D and CI scales 
are the same, then j = - or y* = g and y = ± Vg. 

Thus, if J* = 5, or y = §, we have — r^- — — ^ 1 -■. y " ±2.24. 

We also find d = ci = 7.07, but this is V^, 

(2) If we slide the runner until the reading on the D scale plus p 
equals the reading on the CI scale, then y + p=- or ^+py^s. 

Thus,if j^ + 3y = 5 ory + 3=|,wehave-^|-i^|-^, .-. 
y = 1. 19. 

Since the sum of the roots of the equation y + py = g is —p, the 
other root is —4.19. 

A negative root may be found by replacing y by — yi; thus the nega- 
tive root ofy* + 3y = 5isa positive root of yi* — 3 yi " 5. 

(3) If we slide the runner until the readings on the A and CI scales 

are the same, then y* = 3 or y" = g and y = ^■ 



A I 2.92 
Thus if y» = 5 or y* = -, we have CI 2.92 i ; 
D I 1.71 5 



y - 1.71. 



We also find a = ci = 13.6 opposite d = 3.68, but this is V50. 
We also find a == ci = 63.0 opposite d = 7.94, but this is ''J'500. 
(4) If we slide the runner until the reading on the A scale plus p equals 
the reading on the CI scale, then y + ^ = -ory* + ^'=g. 
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Akt. 8 THE LOO-LOG SLIDE RULE 13 

The nature of the roots of this cubic equation are determined as follows; 
. ^ [ only I real root; if q is +, root is +; if g is — , root is — . 

±- -|- — ^ o I 3 real roots of which 2 are equal. 

^ I 3 real and unequal roots; I root is + and 2 roots are — or I 

root is — and 2 roots are +. 

To find the negative roots, we replace y by —yu and the positive 
roots of the resulting equation are the negative roots of the original 
equation. 

We also note that the sum of the three roots of the equation 0^ + Py 
= 3 is zero. The complete cubic equation s* + 03' + 6j + c=o must 

first be reduced to the form ^ + py = qhy the substitution z = y 

To facilitate the comparison of the A and CI scales, it is well to invert 
the slide so that the C scale is transformed into a CI scale and slides along 
the A scale. 

Thus, if y* + 3 y = 5 or y* + 3 = -, there is only one positive root 

since — + — = — +i>o and q is positive. This positive root is found 
4 27 4 

A I 1-33 I 



by the setting CI 4.33 i , .-. y = 1.153. 
-D I M53 I 5 
Again, ify — 43" = 2ory — 4 = -, there are three real roots, since 

,+^= I — -^<o. The positive root is found by the setting 
4 27 27 

A I I 4-9 

C/ 10 0.9 , .■. y = 2.21. 
D \ 2 \ 2.21 

To find a negative root, replace y by — yi, and get — yi' + 4 yi = 2, 

' ^ I ^-^ 

or yi* — 4 = , or y^ -\ — = 4. We have the setting C/ 1.2 i , 

^' ^' ~D~| r.67 2 

.■. yi = 1.67 and y = —r.67. 

To find the third root, we note that the sum of the three roots is zero, 
.*. 2.21 — 1.67 + y = o, or y = —0.54. We may also find this root by 

A I 0.29 

the setting CI 10 3.71 , .*. yi = D.54 and y = —0,54, 
^1 2 0.54 
8. The log-log slide rule. — Suppose we wish to construct a slide 
rule for finding any power (integer or fractional) of a number, i.e., for 

finding the value of the expression n^ = fii". To hnd the equations of 
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Crap. I 



the required scales we must write this equation in the form (II) or (III) 
of the principle expressed in Art. 5. Taking logarithms, we get 
\ogni'=- log Ml, or -2L2l = _i — , and taking logarithms again, we get 
log log Bi — log Ci = log log Mj — log Ct, or log logn — logc = const. The 
equations of our scales are therefore a: = m log log » and x = m log c. 
The initial point of the N scale would be marked « = 10 (since x = 
m log log ro = m log I = o) , and the end point would be marked n = 10" 
(since x = m\o% log lo"" = m log 10 = m) if our scale is to be m cm. long. 
The range from « = 10 to « = lo"* is not a convenient range for n, so 
that it has been found best to modify the equation of this scale some- 
what. An instrument called the log-log rule (Fig. 8) has been constructed 



-4^ 



y -r x^-r-TY 



Fig. 8. 

in which the equation of the » scale vs x = m log (:oo in II) (where 
In// = log, // and e = 2.71828 . . . , the base of Napierian or natural 
It^arithms). The scale is broken into three parallel scales of length 
ro = 25cm.: 

the first, marked LLi with a range from U = ^'"^ (= 1.01 apprcot.) 

to II = e^>, 
the second, marked LLj with a range from // = e"-* to // = e, 
the third, marked LL3 with a range from U = e to U = e^ 
(= 22,000 approx.). 
By sliding the adjacent scales x = 
have log (106 In//) — \og c = const., or - 
or s/Wi = ylk, OT Ui = Hi"; hence we have the setting - 



= m log (100 In I/)and x = mlogc.we 

100 In U , f/j, 

-= const., or VH = const., 

LL I Ik Ih 



If we set Ci = I or 10 opposite Ih, we have % = //,*• or //j = U^. Of 
course on the scale x = m log c, d and cj/io have the same position, but 
on the LL scales the decimal point must be left in its original position. 
It is easy to see on which of the three LL scales the result is to be read; 

LU 
thus 



= 2*-* gives the setting LLs 



LU 
and y = 2"*' gives the setting LLt 



!2.6 



4.5 I 
1.366 2 



y = 22.6 
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Am. 9 VARIOUS OTHER STRAIGHT SLIDE RULES 15 

We note above that the smallest value of U is i.oi. Values of U ^ 
0.99 may at once be replaced by their reciprocals, and the reciprocals of 



^e final result taken, since jj- =(77-) ■ 



The LL and the C scales in their initial position may also be used to 
find directly the natural logarithm of a number, for we have log (100 In II) 

= log c or In U = 

^ 100 

It is evideat that compound interest problems are very easily solved 

with the log-log rule. Thus, the amount, v4, of the sum of $1.00 placed at 

r per cent interest for n years and compounded q times a year, is given by 

,1 /_■_'' V *!, ■ ^ »• ■ *u zx ^ (' ■•■ TS^j 

j4 = 1 1 H I ; the required setting is then — r^— — ^^— ■ 

\ 100 2/ ^ * C I n^ I I or 10 

Many other illustrations may be found in the manuals published by 
the manufacturers. 

9. Various other strai^t slide rules. — As another illustration of 
the use of sliding scales, let us construct a slide rule for the expression 

- + -. If we choose for our scales x = m[ — ] and x = mlio 1, 

u V \u/ \ vj 

then for any position of our scales we shall have 1 10 J = const. 

or — I — =■ const., or 1 — = — I — . If we choose the modulus, tn, 

U V Ui Vi U3 Vi 

to be I in., and the total length of our scales to be 10 in., then the range 

: r"" '■ " ■ ' ' I ■■■' !■ ■.' I ' rMt iii M ii l 

3 « 3 3 3 3S&33- N-«B 



of u is from u = ca (x = o) to u = 0.1 {x = 10), and the range of v is 
from p = 0.1 (a: = o) to o = 00 (a; = 10). (Fig. 9.) Now if we set 

til = 00 opposite «i = tt, we shall have — I — = - , and we may read off 

'^'^ Ui Vi u ' 

any one of the three quantities «i, V\, u if the other two are known. This 
rule may be used to solve the equation p- + p" = pi where J? is the com- 
bined electrical resistance of two parallel resistances R\ and R^, or to soive 
the equation 7 + f = 7. where/ is the principal focal distance of a lens 
and/i and/i are conjugate focal distances. 
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l6 SCALES AND THE SLIDE RULE Chap. I 

A lai^ number of slide rules have been constructed for solving various 
special equations in engineering practice. Among these may be men- 
tioned: stadia slide rules for measuring the horizontal distance and ver- 
tical height when the rod reading and the elevation of telescope are 
known; Nordell's sewer rule for solving Kutter's formula for circular 
sewers; Hudson's horse power computing scale for obtaining the indi- 
cated H.P. of an engine (this rule has two slides); Hazen- Williams 
hydraulic rule for finding the velocity of the flow of water through pipes 
(see chart on p. 61). 



eiRCULAR SLIDE RULE 
Fio. 10. 



10. Curved slide rules. — Divide the angular magnitude about a 
point, viz., 2 T radians, into 1000 equal parts by straight rays drawn 
through the point. Choose one of these rays as initial ray and mark it 
with the number 1 (for o = log 1} ; mark the ray at the end of 301 parts 
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A«r lo CURVED SLTOE RULES 17 

with the number 2 (for 0.301 = log 2), and the ray at the end of 477 
parts with the number 3 (for 0.477 = 'og 3), etc. Then the angle will be 
divided logarithmically (Fig. 10). The circumference of any circle drawn 
with the point as center will likewise be divided logarithmically, the 
points on the circumference carrying the same numbers as the rays 
through them. 

Designating such a circumference by A, the numbers on it by a, and 
its radius by Ta inches, the equation of the scale on 4 is a: = (2 tTo) log a, 
».«., the point marked Oi is at a distance of (aa-rn) log ai inches from the ini- 
tial point, = 1, measured along the circumference. We now draw a con- 
centric circumference, B, of radius rj, carrying a scale x = (2irr») logfr 
2md so constructed that the plane of the B-circumference can rotate 
about the center. If in the initial position of the scales, i.e., when the 
numbers a = i and b = i are on the same ray, a ray cuts out the num- 
bers fli and 61, then we have 

(2irra)logai Ta . , ' 1 l j L 

(2 Tfi) log Oi f» 

If, after rotation of the B-scale through any angle, two rays cut the scales 

in Oi, bi and oi, bt, then 

(2Tr„)lc^ai — (2irra)logCj r„ , , 1 t 1 i. 

7 vi "L 7 , I ■ = — , .*. log Oi — logos = log Ai — ItwAi. 

■■ bt " bt' 
Hence the ratio of two numbers on the same ray is constant. This prin- 
ciple of rotating circular scales is therefore similar to the principle of sliding 
straight scales. Thus for 
,, ,,.,,. ,. I o y ^ A \ one factor I product 

n- • ' a ay ^ A \ dividend I quotient 

One advantage of such a circular rule lies in the fact that we avoid the 
difficulty of running off the rule , as often happens in setting with the 
straight slide rule. 

In the instrument called "Sexton's Omnimetre," which Fig. 10 repro- 
duces in part, the A- and B-circles have the same radius, about 3 inches, 
so that it is approximately equivalent to a straight rule of 18 inches. A 
ray drawn on a strip of celluloid capable of revolving about the center aids 
in the setting of the scales. The plane of the B-circle also contains the 
scale a: = {4 vft) log c; and for two numbers, b and c, on the same ray, 
we have, in the initial position, 

(4 Tf») log c r, 2 logc . , . J ,/r 

f: , , . = -, or -j — a_ = I /. i =. c» and c = Vb. 

(2 TTs) log b n log b 
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l8 SCALES AND THE SLIDE RULE Ceap. I 

It is evident that if c is to vary from i to lo, the C scale must consist of 
two concentric circumferences, on one of which c varies from c = i (or 
« = o) to c = Vio (or a: = 2 uTe) and on the other from c = V*io to 
c = ID (or « = 4 vTc). The C and B scales thus serve for finding squares 
and square roots. We may also combine the C and A scales, and after 
rotation we have ai/ci" = Ot/ct'- The instrument also contains three 
concentric circumferences for the scale x = (6iit») log k; and a com- 
bination with the B-scale, in the initial position, gives 6 = A" or jfe = 'i/b.- 
The instrument further contains scales for sines, tangents, and versines, 
and a scale of equal parts. 

There are other forms of curved rules. "Lilly's Improved Spiral 
Rule," a disk 13 inches in diameter, consists of a spiral Ic^arithmic scale 
and a circular scale of equal parts, and is equivalent to a straight rule 
of about 30 feet long; it gives results correct to 4 figures. "Theicher's 
Rule" consists of two logarithmic scales one on a cylinder and the other 
on a set of 20 parallel bars extC^rnal to the cylinder. This is really an 
amplification of the straight slide rule, involving the same principle in 
its use; the rule gives four figures correctly and a fifth may be esti- 
mated.* 

BZERCISBS. 
{Hole. For the constructione in Eks. 4-10 use charts of uniform and logarithmic 
scales. Art. 3.) 

1. Conatruct scales for the function v^ (h — o to H ~ 100) if m is I in., 0.5 in., 
0.3 in., respectively. 

2. Construct scales for the function 1c^ w (w ~ i to ti ~ 10) if m ^ 5 in., 10 in., 
■V in., respectively. 

3. Construct a scale for the function log — if m — 10 in, 

4. G>nstruct adjacent scales for converting inches {/) to centimeters (C); we have 
C - 3.54 /. 

5. Construct adjacent scales for converting cu. ft. per sec. (C) to million gallons per 
hour (G); we have G — 0.0369 C. 

6. Construct three adjacent scales forconvertingfoot-lba. per sec. (P) into horaepower 
(ff.P.) and Idlowatts (K); we have H.P. = 1.818 X lo"" F, and K =■ 1.356 X io-» P. 

7. Construct adjacent logarithmic scales for the following: 

{a)»-^; (6) !.-««; {c) v = -i^; 

8. Construct adjacent logarithmlc'scales for A = — — — — , where D = diameter 
in inches and A ^ area of circle in sq. ft. 

* For descriptions and illustrations of this rule and other rules, see "Methods of 
Calculation, a Handboolc of the Exhibition at the Napier Tercentenary Celebration," 
published by G. Bell & Sons, London. 
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EXERCISES 19 



9. Construct adjacent logarithmic scales for h = ?7, > where h = pressure head 
ft. and P = pressure in lbs. per sq. in. for the flow of water, 

10. Construct adjacent logarithmic scales for ft = — ■ = t— , where ft = velocity 



2 g 64.4' 
head in ft. and v = velocity in ft. per sec. for the flow of water. 

II. Show how to construct a slide rule for the relation P — d' = A(co3 
13. Solve by means of the l(^rithnuc slide rule the fallowing equations: 

(a) y* + 3y-7-o: (6) y + y + s-o; 

(c) j*-y'-6y + i -o; . (d) y + y+j-i», 

(e) y-3y + i =0. 
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CHAPTER II. 

nSTWORE OF SCALES. CHARTS FOR EQUATIONS 
IN TWO AND THREE VARIABLES. 

II. Representation of a relation between two variables by means of 
perpendicular scales. — A relation <t> (u, v) = o between two variables 
u and V may be represented by means of two perpendicular scales instead 
of two adjacent scales. Construct the scales x = mi f{u) and y = miF{v) 
where /(«) and F(v) are any functions of u and v, on two perpendicular 
axes OX and OY, and through the points marked on these scales draw 
perpendiculars to the axes (Fig. no). Any pair of values of u and v 
that satisfy the equation * («, v) = o will determine a point, viz., the 
intersection of the corresponding perpendiculars to the axes; thus the 
pair of values Ui, vi will correspond to the point of intersection of the 
perpendicular to OX through w = «i and the perpendicular to OK through 
o = Vi. The locus of all such points is a curve which is said to represent 
the relation ^ («, v) = o. The rectangular or Cartesian equation of this 
curve referred to the axes OX and Y may be found by solving the equa- 
tions of the scales, x = mif{u) and y = miF{v), for u and v in terms of 
X and y, and substituting these values in (w, u) = o. 
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It is evident that the nature of the locus by which the relation 
<f> («, ») = o is represented, varies with the equations of the scales. // 
possible, it is well to choose the scales so that the Cartesian equation is of 
the first degree in x and y, for then the representing curve vnU be a straight 
line. 

Having drawn the representing curve, and given a value of u, say «», 
we can find the corresponding value of v, say v^, in one of three ways: 

Fig. no. Here a network of perpendiculars to the axes is already 
drawn. Follow the perpendicular through ui on OX until it cuts the 
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curve in the point P, and read n* at the foot of the perpendicular from P 

to or. 

Fig. lib. On a transparent sheet, draw two perpendicular index lines, 
lu and 7„ intersecting in a point P. Slide the sheet so that the point P 
moves along the curve, keeping the index lines parallel to the axes; then, 
when I„ cuts OX in «*, 7, will cut OY in Vk. (It is a simple mechanical 
matter to keep the index lines parallel to the axes.) 

Fig. I ic. Draw the scale x = m,f{u) with axis O'X' on a transparent 
strip. Slide the strip perpendicular to OK until the point u* falls on the 
curve; then at O* read n*. 

In any case, the interpolation of Ut and Vi, on the u and v scales is easily 
done by sight. 

12. Some illustratloDs of perpendicular scales. — 

(i) Consider the relation v = «'. If we construct two uniform scales 
X = mu and y = mvon OX and OY respectively, and draw perpendiculars 
to the axes through the points marked on the scales, wc shall have the 
rulings of an ordinary piece of rectangular coordinate paper. (Fig. 120.) 
Here, r = «' will be represented by the locus whose Cartesian equation 
is yfm = x^/ni' or x^ = my, a parabola. We plot this curve from a table " 
of values of « and i" satisfying the equation v = u^. Note that we could 
have constructed the scales x = m\u and y = phv with different moduli 
itti and nji, but the corresponding Cartesian equation m^ = m^y still 
represents a parabola. 
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Fig, 12a. Fig. 126. 

(2) Again, we can represent the relation n = w' as follows: If we 
construct the scales x = rttiU^ and y = mtv on OX and OY respectively, 
we shall have the rulings as in Fig. 126, and our relation will be represented 
by the locus whose Cartesian equation is y/ms = x/nii or y = nttx/mi, a 
straight line of slope ntt/mt. In Fig. 126, mi = o.i in. and nh = 0.2 in. 
The line may be plotted by means of two sets of values of u and v which 
satisfy v = w', such as « = o, ti = o and « = 2, f = 4, or by means of 
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one such set and the slope, 2, of the line. Note that the points on the 
scale X ™ ffjjM' are marked whh + and — values of u. 

It is evident that the representation in Fig. 12b is much simpler than 
that in Fig. 12a. In the former, the straight line b much more easily 
constructed and every point on it is definitely determined, while, in the 
latter, the curve between plotted points is only approximated. Of course, 
it is easier to interpolate on the uniform u-scale in Fig. 12a than on the 
non-uniform w-sciJe in Fig. 126. Furthermore, in Fig. 126, we can pro- 
ject the point in which the representing line cuts u = 10 vertically on 
V = o and thus draw a second section of the line parallel to the first sec- 




FlG. 12C. 



tion, for which v ranges from ID to 20; this process may again be used to 
get further sections of the line. 

A third representation of the equation f = «* is given in the next 
article. 

(3) Consider the relation v = ae-**"'. We can write this In » = 
— l^u" + \aa {\nv = log, v) . If we construct the perpendicular scales 
X = wiiw' and y = mj In n, our relation will be represented by the straight 

line whose equation is — = 1- In a. This line is easily con- 



structed by J 



ffii 
i of the points u = o, v = a and a = -: 



In 



Fig. I2C, we have teiken a = 6, b = I, nti = 0.2 in., mj = 2 in. A table 
of natural logarithms was used to construct the scale on OY. 

13. Logarithmic cottrdinate paper. — Consider the relation ufv" = a, 
where p, q, and a are any numbers. We can write this p\ogu + 
2 log u = log a. If we construct the perpendicular scales k = m log « 
and y '^ mlogv and draw the perpendiculars to the axes, we shall 



b,GoO»:^Ic. 



AST. 13 LOGARITHMIC COORDINATE PAPER 23 

have the rulings of a sheet of logarithmic coordinate paper. In Fig. 13, 
m = 25 cm. and w and v vary from I to 10. (Logarithmic paper can 
be constructed for latter ranges of the variables and with various 
moduli.) Our relation will be represented by the straight line whose 

Cartesian equation is — x + — y = log a, which may be plotted by means 

of two pairs of corresponding values of u and v or by means of one pair 



Fig. 13. 

of values and the slope —p/q. A chart can thus be built up for a lai^e 
number of equations in two variables. The following are some examples. 
(l) For the relation v = «', the representing straight line passes 
through the points u = t,v = i and « = 3, f = 9; this gives the section 
OM in Fig. 13, But since the scale on 0¥ can also serve to represent 
log V for V from 10 to roo, we shall get another section, M'A, which can 
be drawn through « = 4, u = 16 and w = 9, tj = 81, or through M' on 
OX vertically below M and parallel to OM. The two sections, OM and 
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M'A, will then represent the relation v = u^, where u varies from i to lo 
and I" from I to loo, and hence for all values of u and v since the scale 
X = m log «, for example, where u varies from ID" to IC'''' {p = integer) 
can be made to coincide with the scale x = mlogu, where a varies from 
I to lo. The position of the decimal point must be determined inde- 
pendently in each case. In finding « when v is given, divide v into groups 
of two figures each beginning at the decimal point, as in arithmetic (see 
Art. 6 (4)) ; if the left-hand group contains only one significant figure, use 
the section OM, if it contains two significant figures, use the section M'A ; 
thus when v = 0.64, read » = 0.8, but when v = 0.064, "^ad u = 0.253. 

(2) For the relation p = J tw', the volume of a sphere in terms of its 
diameter, the representing straight line passes through the point « = 2, 
p = I T and has a slope equal to 3; this gives the section BC in Fig. 13. 
We continue this line by projecting C into C on OX and drawing CD 
parallel to B'C, then projecting D into D' on OX and drawing D'E parallel 
to CD, and complete this last section by projecting E into E' on OKand 
drawing E'F parallel to D'E; F will project into the initial point B on 
OX. Our relation is completely represented by these sections for all 
values u and v. In finding « when v is given, divide v into groups of three 
figures each beginning at the decimal point as in arithmetic (see Art. 6 (6)) ; 
according as the left-hand group contains one, two, or three significant 
figures, use the first, second, or third section, respectively. 

(3) For the relation u • n' *^ = 10, where u is the pressure and v is the 
volume of a perfect gas, our first representing section, HK, passes through 
the point M = 10, II = I with slope — 1/1.41; the second section, JiT'L, is 
easily constructed and these two sections will serve for the variation of v 
from 1 to 10. If the sections are continued, later sections will overlap 
the preceding ones. 

14. Semilogaiithmic coordinate paper. — Consider the relation 
V = p • g', where p and g are any numbers. We can write this 
Ic^ n = « log 5 + log p. If we construct the perpendicular scales x = ntiu 
and y = rth log v, and draw the perpendiculars to the axes, we shall 
have the rulings of a sheet of semilogariihmic coordinate paper. In 
Fig. 14, «! = «a = 25 cm. and u varies from o to I while v varies from 
0.1 to I. (Semilogarithmic paper can be constructed for larger ranges 
of the variables and with various moduli.) Our relation will be repre- 
sented by the straight line whose Cartesian equation '^ Z" ^ ^ '°S 3 + 
log p, which can be plotted by means of two pairs of corresponding values 
of u and c, or by means of one pair and the slope mj log q/mi. The fol- 
lowing examples will serve to illustrate the use of semilogarithmic paper, 

(i) The relation v = o.i c*'" can be written logp = (2.1 loge) « + 
log 0.1, where e is the base of natural logarithms, and is represented 
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by the straight line (section OA in Fig. 14), which passes through the 
points w = o, = 0.1 and u = i, v = 0.817. To extend the range of 
our variables we need not extend the chart but merely project A horizon- 
tally into A' on OY, draw A'F' parallel to OA, project F' vertically into 
F" on OX, and draw F"E" parallel to OA ; then for OA, u varies from o 
to I and V from o.i to 0.817, while for A'F' and F"E", u varies from I to 2 
and V from 0.817 to 6.668^ 



Fig. 14. 

(2) Suppose we wish to find the values of u and v satisfying simul- 
taneously the equations v = o.i e*'" and v = 0.6c-''"'''. We represent 
each of these equations by a straight line (Fig. 14). The line represent- 
ing the second equation passes through the points u = o, v = 0.6 and 
M = I, V = 0.332. At the point of intersection of these lines we read the 
required values u = 0.663, ^ = 0.404. 

(3) To solve the equation v = p- <f or log v = v log g + log p for 
the unknown quantity v, we draw the straight line representing the equa- 



jabyGoQt^Ie 



26 NETWORK OF SCALES Ckap. H 

tion V = p'^, and run our eyes along this line until we find the point 
where u and v are equal ; this is the required value of v. 

Thus to find the solution of r = 0.6 e""™*, we draw the line £C rep- 
resenting the equation v = 0.6 «-"•"'" and run our eyes along this line 
(watching the w and v scales) to the point D where we read u = v = 046 
(Fig. 14). 

Again, to find the solution of the equation logp = D.912 n — i, we 
draw the line OA representing the equation \ogv = 0.912 u — i [this 
equation is equivalent to the equation considered in (i), since 2.1 log c = 
0.912 and log 0.1 = ~l] and run our eyes along this line until we read 
M = K = 0.132. We can find another value of v satisfying the equation 
by running our eyes along the section F"E" until we read « = p = 1.17. 

15. Rectangular coordinate paper — the solution of algebraic equa- 
tions of the 2d, 3d, and 4th degrees. — We may use the rulings of a sheet 
of rectangular coordinate paper to solve graphically algebraic equations 
of the 4th, 3d, and 2d degrees. Let the scales be a: = « and y = v where 
the modulus is i . 

(i) If we draw the parabola 2^ = 2 x and the circle {x — h)' + 
(j — ky = r^ with center at (k, k) and radius r, the ordinates of their 
points of intersection are found algebraically by eliminating x between 
these two equations and solving the resulting equation for y. From the 
first equation \ie have x = y"/!, and substituting this in the second equa- 
tion we get (^ — fc) + iy — ky = r^ or 

y -I- 4 (I - A) y' - 8 fey -I- 4 (A^ + fe= - r*) = o. 

If we divide this last equation by (*, where ( is an arbitrary number, 
we get 

(yy I 4 (I - fe) (yy 8feM ^(h^ + k^-T^) ^ 



'(^-W^ 



or s* + az^ + bz + c = o, 

where z = ^, a= ^^^ '-, b= --^, c = 2 -^ 

Conversely, the real roots of the equation a*-|-fl2* + 6z + c = o are 
found by measuring the ordinates of the points of intersection of the 
parabola y* = 2 a: and the circle with center at 



where t is an arbitrary number, and dividing these ordinates by t. 
The introduction of ( allows us to throw the center of the circle to a 
convenient point — always to the right of OY, or as near to or as iax 
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from the vertex of the parabola as is convenient — such that the circle 
will not cut the parabola at an angle too acute for accurate reading of 
the ordinates. Note that the one parabola, y' = 2 x, will serve for find- 
ing the real roots of all equations of the fourth degree (Fig. 15). To 
solve the complete equation t;* + ^ + gu' + n' + s = o, we first substi- 
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ANALYTIC CHAftT FOP SOLUTION OF ALGEBRAIC EQUATIONS 
Fig. 15. 

tute V = z — pl^ and this equation takes the form b* + az* + 6z + c = o, 
and then proceed as above. 

Example i. Let us find the real roots of the equation s* + 2 —1=0. 
Here a = o, &=i,c = — i. Hence ft = i and ft = — J?. H we choose 
( = 2, the center is the point (i, — i) and the radius is Ve = 2.45. The 
circle (Fig. 15) cuts the parabola in two points whose ordinates are ap- 
proximately y = 1,4 and y = — 2.4. Hence 2 = y/t = 0.7 and —1.2. 

(2) If c = o in the equation 2* -|- az' -f 62 -h c = o, this equation 
becomes s* + aa' + iz = o or s (z* -)- aa + ft) = o or 2 = o and z* + as 
-1-6 = 0. One of the roots being zero, the circle will pass through the 
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origin or vertex of the parabola, and the other points of intersection will 
give the real roots of the cubic a* + az + ft = o. Hence, the real roots 
of the equation ^ + az + b = o are found by measuring the ordinates 
of the points of intersection of the parabola y^ = 2 x and the circle with 

center at A = , k = — — (where t is an arbitrary number) and 

4 ** 

passing through the vertex of the parabola, and dividing these ordinates 
by (. Note that the one parabola y* = 2 x will serve for finding the real 
roots of all fourth and third degree equations (Fig. 15). To solve the 

complete equation t'' + ^ + gi' + r = o, we first substitute u = z — - 

and this equation takes the form s* + oz + 6 = o, and then proceed ap 
above. 

Example 2. Let us find the real roots of the equation z* — 3a— 1=0. 

Here the center of the circle is at A = "^ ■^ =^, k = ^ = ^ if/ = i. 

We read z = y = 1.88, - 1.53. - 0.35 (Fig. 15). 

Example 3. Let us find the real roots of the equation r* — 3 ti* + k — 
4 = 0. Let 8 = v + I ; then the equation becomes z*— 22 — 5 = 0, Here 
the center of the circle (Fig. 15) is at A = i + i /* = 3, 4 = | (* = 5, 
if i= 2. We read y = 4. 18; hence z = y/t = 2.09, and c = s — i = 1.09. 

(3) If we draw the parabola )^ = 2 x and the straight line y = mx + k 

of slope m and y-intercept ft, the ordinates of their points of intersection 

2 2k 

are found from the equation y* y + — = o. If we divide this by 

f* (where ( is an arbitrary number), we get (^1 — — .(^JH — s = <> or 

!s^ -\- az + b = 0, where s = -, a = ■, b = — -;. Conversely, the 

t mt mt 

real roots of the equation s* + as + & = o are found by measuring the 

ordinates of the points of intersection of the parabola y^ = 2 x and the 

straight line of slope m = ■ and y-intercept k = (where t is 

an arbitrary number), and dividing these ordinates by t. Note that the 
one parabola ^ = 2 x will serve for finding the real roots of all fourth, 
third, and second degree equations (Fig. 15). 

Example 4. Let us find the real roots of the equation s* — 1.45 s — 

5.6 = o. Here the slope of the line is »« = : = - — , and its y-in- 

1.45 ( 1.45 

tercept isft = ^^—^ = — 3.86, if ( = i. We read z = y= — 1.75 and 

3-20. 

16. Representation of a relatioo between three variables by means 

of perpendicular scales. — An equation in three variables of the form 
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^(m, v,w) = can be represented graphically by generalizing" the method 
employed in Art. 11 for the representation of an equation in two variables. 
Thus, if we assign to m a value, say w^, we shall have i^(m, v, Wi) = o, an 
equation in two variables u and v, which can be represented by the 
method of perpendicular scales, x = mif(u), y = nhF{v), as a curve; 
this curve is marked with the number Wi. By assigning to w a succession 
of values, Wi, w^, ws, . . . , we get a series of representing curves, each 
marked with its corresponding value of iv. The equation in three vari- 
ables is said to be represented by this network of curves, ft is evident 
that the same equation <tt(u, n, a;) = o can similarly be represented by a 
network of curves found by assigning a succession of values to « (or v) 
and marking each curve with its corresponding value of « (or v). 




Fig. 160. 



Fig. 166. 



Fig. i6c. 



Fig. i6a illustrates this representation. Given values of « and c, say 
w* and Vt, we find the point (m*, d*) as the point of intersection of the cor- 
responding vertical and horizontal lines, and read Wt from the curve pass- 
ing through this point. If the point («*, Vt) falls between two of the 
curves Wf and Wt. we interpolate by sight the required value of w^ between 
Wi and Wt- Again, given values of u and w, say «* and Wt, we find the point 
of intersection of the vertical «* and the curve w,,, and read n* from the 
horizontal passing through this point. Thus, in Fig. i6a, m = 3, u =4 
giveu' = 3; M = 3, 7J =4.5 give w = 3.3; u = 4., w = 5 give n = 6.6. 

As in Art. 11, we may avoid drawing the horizontals and verticals, 
and use a transparent sheet containing two perpendicular index lines, 
/u and I„ (Fig. 166) ; thus, if w = 3 and v = 6, slide the sheet keeping the 
index lines parallel to the axes until /« passes through « = 3 and I, passes 
through V = 6, and from the tu-curve passing through their point of in- 
tersection read if = 4. If m = 4 and w = 3.5, slide the sheet keeping /, 
perpendicular to OX until /„ passes through m = 3 and the point of in- 
tersection of the index lines lies on the curve w = 3.5, then /, will cut 
OF in V = 4.5. Instead of the two index lines, we may also use a trans- 
parent strip carrying the u- (or i'-) scale (Fig. i6c} and which slides perpen- 
dicular to the V- (or u-) scale; thus, if d = 5 and m = 4, we slide thb strip 
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until OX passes through » = 5, and at its intersection with t^e curve 
w — 4, we read u =■ 3.7. 

The task of drawing the w-curves is often very great, and it is therefore 
best, whenever convenient, to choose the scales for u and v so that the repre- 
senting w-cuTves are straight lines. This will not only lessen the labor of 
construction but will evidently increase the accuracy of our charts. 

17. Charts for multiplication and division. — This example will 
illustrate how the choice of scales determines the nature of the represent- 
ing curves. 

(i) The equation w = ic can be represented by taking * = mu and 
y «= mc for our two perpendicular scales, and drawing the corresponding 




Fig. 17a. 

network. The equations of our representing m-curves are of the fonn 

xy = mhv, a set of rectangular hyperbolas (Fig. 170) which are quite 
difficult to draw and for which the interpolation is very inaccurate. 

(2) The equation uv = w can be represented by choosing x = mu 
and y = mw/iotorouv two perpendicular scales. The equations of our 
representing t^curves are of the form y = nar/io, a set of radiating straight 
lines of slope r/io. Fig. 176 illustrates this chart, where u and v vary 
from I to ro. The values of v are placed at the end of the represent- 
ing lines. For saving of space, the values of w are placed at the points 
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where the horizontals cut the line » = 10 and the rulings above this 
diagonal need not be drawn. Of course, the position of the decimal point 
in the value of a variable may be changed with a corresponding change 
in the result. The great disadvantage of this chart is that the f-lines 




Fig. i7d. 

converge to a point and also cut the horizontals at very small angles, thus 
making the reading quite inaccurate in parts of the chart. This may be 
remedied somewhat by rotating the verticals of the scale x = mu through 
an angle of 45°, without changing the nature of the chart. This is illus- 
trated in Fig. 17c. In Figs. lyb and 17c, the scale for u can be taken 
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over a range from o to loo or, in general, from o to lo*, similarly for the 
rai^e of v, with corresponding change in the range for w. 

(3) The equation uv = w can be represented by writing it in the 
form Ic^ w + log u = log w and choosing »; = m log «, y == mlogv for- 
our two perpendicular scales, i.e., we have the rulings of a sheet of log- 
arithmic paper. The equations of our representing m-curves are of the 
form X -\- y = m log w, a set of parallel straight lines (Fig, Ijd). These 
parallel lines are very easily drawn, for the line w = k, for example, cuts 
w = I (or the y-axis) at 1/ = ft, and cuts ii = i (or the x-axis) at « = ft; 
hence the line tu = ft is a line joining the point on OX marked u = k with 
the point on K marked n = ft. The ranges for « and v may be read from 
10* to io*^' with corresponding readings in the range for w. 

The methods illustrated in (2) and (3) may be extended to any equa- 
tion of the form /(«) • F{v) = ip{w). If we choose x = mJiu) and 
y " ma^(,w) for our perpendicular scales, then the equations of our repre- 
senting v-curves have the form y = — Fiv) x, a set of radiating lines. 
mi 

But if we choose a; = mi log /(m) and y = tnj log F{v) for our perpen- 
dicular scales, then the equations of our representing w-curves have the 

form H — = log 4>{w), a set of parallel lines. 

18. Three-variable charts. Representing curves aie straight lines. 
— The following examples illustrate the construction of charts for equa- 
tions in three variables, where the perpendicular scales are so chosen 
tliat the representing curves are straight lines. , 

(1) The equation w = -i/a^ can be written 5 log w = log a + 4 log (5, ■ 
and if we choose *,= wii log a, y = »Ws log (3 for our perpendicular scales and 
let iwi = wii = 10, the equations of our representing w-curves are of the 
form X + 4 y = 50 log w, a set of parallel straight lines. These lines 
have the slope —J. They are most easily constructed by noting that 
when a = ^ = ft, we have w = k also. We, therefore, draw a system of 
parallel lines through the points a = k, ^ = k with slope —J and mark 
these with the corresponding value w = k (Fig. 180). 

(2) The equation pv'*^ = c, for adiabatic expansion of certain gases 
where p = pressure and v = volume, can be written log p + i .41 Ic^ v =» 
log c. If we choose x = 10 log v,y= 10 log p for our perpendicular 
scales, the equations of the representing c-curves have the form y + i .41 x 
= 10 log c, a set of parallel straight lines. These lines are easily con- 
structed by noting that the slope is — 1.41, and that through the point 
V = I, p = k there passes the line c = k (fig. i&t). 

(3) Consider the equation / = ^^ , for the elastic limit of rivet steel, 
where P is the actual load in pounds at the elastic limit, D is the diameter 
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of thebar,and/is the fiber stress in pounds per square inch. If we choose 
X = miP, y = jMj/for our perpendicular scales, the equations of the repre- 
senting ZJ-curves have the form y = x, a set of radiating straight 
lines. For Fig. 18&, »Mi = 2 mj, and the lines were constructed by means 



Fig. i8«. 

of two points for values oi D = 0.71, 0.72, .... 0.78; thus for the line 
D = 0.75, we have/ = 2.26 P, and to construct this line we may use the 
points for which P = 7000,/ = 15,820 and P = 12,000,/ = 27,120. 

We should note here that if we had chosen x = miP, y = nhD for 
our perpendicular scales, the equations of the representing /-curves would 

be y = ^—, X, a set of parabolas with a common vertex and a common 

axis; but these are much more difficult to draw than the straight lines 
above. 
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(4) Consider the equation - + - = - , where u and v are the dis- 
tances of an object and its image from a lens and w is the focal length of 
the lens, or where w is the combined resistance of two resistances « and v 
in parallel. If we choose x = m/u, y = m/v for our perpendicular scales, 
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Fig. iBc. 

the representing uf-curves have for their equations x + y = m/w, a set 
of parallel straight lines. These lines are easily constructed by noting 
that the line marked w = k joins the point « ™ jb on OX with the point 
V = ft on 07 (Fig. i8c). 

19. Rectangular chart for the solution of cubic equations. — The 
roots of the cubic equation s' + pz + g = o depend upon the values of 
the coefficients p and g; thus the roots are functions of p and q. If we 
choose X = mp, y = mq for our perpendicular scales, the equations of our 
representing 2-turves have the form y + zx + m:^ = o, a set of straight 
lines. In Fig. 19, these straight lines are constructed for values assigned 
to s, viz., s = o, ±0.1, ±0.2, . . . , ±1.3, and lying within a square 
bounded by ^ = ±1 and q = ±1. Each line is coifetructed by means 
of two points on it. Thus for the straight line marked z = 0.3, we have 
0.027 + 0.3 ^ + 2 = o, and to construct this line we may use the points 
for which p = i, q = —0.327 and p = —1,2 = 0.273. 

On this chart we may read the approximate real roots of any cubic 
equation for which p and q lie within the limits — i and + 1 . Thus for 
the equation a* + 0.6 z — 0.4 = o we have p = 0.6 and q = —0.4, and 
we read s = 0.47, interpolating this value of z between the lines marked 
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z = 0.4 and z = 6.5. According as the point {p, q) (alls outside of, on 
the boundary of, or within the triangular shaped region on the left, we 
can read one, two, ot three values of z, and the corresponding cubic 
equation has one real root only, 3 real roots two of which are equal, or 3 




RECTANGULAR CHART FOR SOLUTION OF CUBIC EQUATION 
Fig. 19. 

distinct real roots.* Thus for the equation s* — 0,8 « + o.ll = o we 

have p = —0.8 and g = +0,11, and we read z = —0.96, +0.82, +0.14. 

If the values of p and g lie beyond the limits — i and +1, the chart 

may still be used. Let z = fez', and the equation z' + ^s + g = o becomes 



fe*2'» + pkz' + 3 = 



■^fei 



^' + 



or 2^ + p'z' + 2* = o. 



We may now choose h so that p' and g' lie within the limits — i and +1, 
and read the corresponding values of 2' from the chart. The roots of the 
* The point {p, 3) lies without, on the boundary of, or within the triangular shaped 
re^on according as *- + — ^ o. 
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original equation are then z = kz'. Thus to solve the equation 2* + s — 4 
= o, let s = k^, and the equation becomes z'* + ts s'— « = o; if we 
choose jfe = 2, we get s'* + 0.25 s' — 0.5 = o, for which we read z' = 0.69, 
and hence 2 = 1.38, 

If the complete cubic equation w* -\- om* + bu + c = o is given, this 
must first be transformed into the equation i!? + pz + q = ohy the sub- 
stitution u = z 

V - - ^ . 

In a similar way we may build a rectangular chart for the solution 

of the quadratic equation 1^ -\- pz + q = o, or for any trinomial equation 

2" + pz" + q = o. ■ 

20. Three-vaxiable charts. Representing curves not straight tines. 

(i) Chart for chimney draft. Extensive researches have been carried 
out by the Mechanical Engineering Department of the Massachusetts 
Institute of Technology to determine an equation expressing the draft 
of a chimney in terms of its height and the temperature of the flue gases. 
No simple relation between these quantities has been found. From the 
experiments performed, it was found that if 2*1 is the absolute tempera- 
ture in degrees Fahrenheit of the flue gases measured 3 feet above the 
center of the flue (the lowest temperature point recorded), Ht is the 
height of the chimney in feet, and Ti is the absolute temperature in de- 
grees Fahrenheit of the flue gases at ^:he top of the chimney, then 



n = - 



)[(!)"-]■ 



0.32 {Hi - 3) L 

Now if D is the draft in inches of water, with the outside air at a tem- 
perature of 70° F., then 

i)-o.i92(o.o75-^)(A-3). 

If the value of T2 from the first of these equations is substituted in the 
second equation, we shall have an equation in three variables, D, Ti, 
and m. 

In Fig. 200, our two perpendicular scales are * = trhTi and y = miD, 
where wii = 200 mt, and the representing /f-curves are drawn for H = 50, 
75, ... , 300 ft. Thus, for a chimney 150 ft. high and for an absolute 
temperature of 1139.5°, we read that the draft is 0.955 '"■ of water. 

(2) Experimental data involving three variables are often plotted by 
means of a network of curves, and such a chart takes the place of a table 
of double entry. Fig. 206 gives a chart useful In heat flow problems 
where the temperature difference Is an important factor. The chart 
gives the difference between the temperature of pure water under various 
gage pressures and the temperature under various vacuums. (Correc- 
tions must be applied for solutions.) Let P denote the gage pressure id 
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lbs. per sq. in., T, the temperature difference in degrees Fahrenheit, and 
V, the vacuum in inches. We first construct the perpendicular scales 
X = niiP and y = nhT (in Fig. 2o&, nti = 2 Wj) ; then the 7-curves are 
constructed by means of a table, part of which is as follows: 
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Such a table is constructed with the aid of Peabody's Steam Tables. 
Thus, a vacuum of 25 in, is equivalent to a barometric pressure of 4.92 in. 
or 4.92 X 0.4912 = 2.42 lbs. per sq. in., and this gives a temperature of 
I33°.2 ; a gage pressure of 5 lbs. is equivalent to total pressure of 19.7 lbs. 
(adding the atmospheric pressure of 14.7 lbs.), and this gives a tempera- 

Vacuum 



PRESSURE - POUNDS CAGE. 
Fig. ao6. 

ture of 227".!; we thus have a temperature difiference of 227°.! — I33°.2 
s= 93''.9. In this way, we subtract the temperature for a 25-in. vacuum 
from the temperatures at gage pressures of o, 5, 10, , . . lbs., and these 
corresponding values of P and T are plotted giving the curve marked 
7 = 25 in. The table is completed for various values oi V = 26, 
26J, ... in. and the corresponding curves are drawn. The curve 
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marked "atmospheric" gives the temperature difference for open evap- 
oration. 

31. Use ot Hiree indices. Hexagonal charts. — In Fig. 21a let 
OX and Oy be perpendicular axes and let OZ be the bisector of tbeir 
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angle. From any point P draw PI\, Pit, Ph perpendicular to OX, OY 
and OZ respectively, cutting OX in A, OY in B, OZ in C. Let PIi alstf^ 
cut OZ in D, and draw AE perpendicular to OD, cutting OZ in E. Then 

OC - 0£ + £Z) +PC = 04 00545"+ ^P cos 45° + OP cos 45° = ^^-=t^ ■ 

V3 
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s OX, OY, OZ carry the scales x = mf{u). 



to these axes will cut them so that 

V2 V2 



or /(«) + F(p) =0(10); 



thus, any equation of this type may be represented by three scales. The 
indices /i, h, h may be drawn on a transparent sheet and this sheet is 



"A 



,/ 



•^v. 



Fig. 2 id. 

moved over the paper keeping the indices perpendicular to the axes. 

Fig. 2lc charts the equation - +- = — by this method. 

We can choose the modulus on OZ the same as the moduli for OX 
and OY by following the construction illustrated in Fig. 216. Here OX 
and OK cut at an angle of I2D° and OZ bisects this angle. Join OP and 
let angle COP = a. Then 
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OA = OP COS (60° + a) = OP (cos 60° cos a — sin 60° sin a) . 

OB = OP cos (60° - a) = OP (cos 60° cos a + sin 60° sin a). 
.: OA+OB = 2OP cos 60° cos a = OP cos a = OC. 
Thus our three scales are x = mf{u), y = mF{v), z = m^{w). Fig. 2id 
charts the equation uo = w or log m 4- log n = log w by this method, 

EXERCISES. 
t. Represent the equation c ~ u> by a straight line, using natural scales. 

2. Represent the equations (a) 2 a' -f 3 i^ - 6, (b) m* — 3 1* = i, (c) «' + u" — 4 
by straight lines, using natural scales, and find graphically the simultaneous solutions o[ 
the three equations taken in pairs. _ ^ 

3. Find graphically the simultaneous solutions of the equations v = f>e " and 



4. Solve graphically the equation 1* = 6 e ". 

5. Construct a sheet of logarithmic cofirdinate paper and draw on it the straight 
lines representing the relations: 

(a)jJ = «'; (b) !- = «'; Cc)p-^: 

(d) C = ¥» (circumference of circle); (e) A = - IW (area of circle); 

(f) pi^-*^ = 2 (adiabatic expansion of a gas); ^ 

(g) A = — = T — (h — velocity head in ft., v = velocity in ft. per sec. for flow 

of water). 

6. Construct a sheet of semilogarithmic coordinate paper and draw on it the straight 
lines representing the relations v = 0.2 e'''" and b = 0.85 (1.5)"'". 

7. Solve graphically the equation « = 0.2 e"'". 

8. Show how to solve for p the equation In (fi*) H — ^ pv ^ c, where a, b, c, k, and 
B are known constants, when various values are assigned to v. 

9. Construct charts for the relations V = i-r'ft and 5 — 2 Mth (volume and lateral 
surface of a cylinder) using parallel straight lines only. 

10. Plot the equation y = 2 c" for various values of », po»tive and negative, (a) as 
a set of curves, (b) as a set of straight lines. 

11. Plot the equation y = e" for various values of », positive and negative, (a) as a 
set of curves, (b) as a set of straight lines. 

12. Plot the following experimental data for the relative humidity obtained by a 
dew-point apparatus, using the wet bulb temperature, degrees Fahrenheit, as abscissas 
and the dry bulb temperature, degrees Fahrenheit, as ordinates. 

WET BULB TEMPERATURE (DEC. P.). 
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13. Construct a chart similar to that of Ex. 12, using the difference between wet and 
dry bulb temperatures as abscissas and the dry bulb temperature as ordinatea. Which 
is the better representation, that of Ex. ij or that of Ex. 13? 

14. From the chart of Ex. 13, with the aid of graphical interpolation, form a table 
giving the relative humidity for dry bulb temperatures of 40*, 50° 110°, and dif- 
ference between wet and dry bulb temperatures of 0°, 5°, 10° 45°, and draw the 

set of curves for the difference of temperatures using the dry bulb temperature as ordi- 
nates and the relative humidity as abscissas. 

15. Plot the curves y - o sin bx for various values of a and b. 

16. The Brake Horsepower of an engine (B.H.P.) with n cylinders of d in. diameter, 
according to the rating of the Association of Automobile Manufacturers, is given by 
B.H.P. - — . Plot the representative curves for « = 2, 4, 6, 8, 12, letting d range 

from il in. to 5 in., (a) using rectangular coordinate paper, (b) using logarithmic co6rdi- 
nate paper. 

I?. The volume, V, of one pound of superheated steam which has a pressure of P 
lbs. per sq. in. and a temperature of T degrees, is given by (Tumlirz's formula) 



K - 0.596 i 



- 0.256 CI 



Plot representative lines (a) radiating, (b) parallel. 



. Solve the following equations by n 
(a) s' + 3«-7-o: 
W ^-3<* + i-o; 
W ^+«-i -o; 
19. Solve the followir^; equation by n 
(o) .• + 3«-7-o; 



IB of parabola and circle. (Art. 15.) 

(6) ^ + « + 5-o: 

(i) s* - 12 B + 7 - o; 

(/) s'-3'=' + 3-o. 
IS of the rectangular chart of Art. ig. 

(6) *« + « + 5 - o; 
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CHAPTER in. 

NOMOGRAPHIC OR ALIGNMENT CHARTS. 

2a. Fundamental principle. — The methods employed in the pre- 
ceding chapter for charting equations are very useful in a large number 
of problems in computation, but they have certain disadvantages: (i) 
the labor involved in their construction is great, especially when the rep- 
resenting curves are not straight lines; (2) the interpolation must largely 
be made between curves rather than along a scale, and thus accuracy is 
sacrificed; (3) the final charts appear very complex, especially if the 
methods are extended to equations involving more than three variables. 
The methods to be explained in this and the following chapters are appli- 
cable to a large number of equations or formulas and possess certain dis- 
tinct advantages over the previous method: {1} the chart uses very few 
lines and is thus easily read; (2) interpolation is made along a scale 
rather than between curves, with a corresponding gain in accuracy; 
(3) the labor of construction is very small, thus saving time and enei^y; 
{4) the chart allows us to note instantly 
the change in one of the variables due 
to changes in the other variables. 

The fundamental principle involved in 
the construction of nomographic or align- 
ment charts consists in the representation 
of an equation connecting three variables, 
/(«. V, w) = o, by means of three scales 
along three curves {or straight lines) in 
such a manner that a straight line cuts 
the three scales in values of u, v, and w 
satisfying the equation. The transversal 
is called an t>o^/e/ft or index line {Fi%. 22). 
We shall now make a study of some of the equations which can be rep- 
resented in this way, and of the nature and relations of the scales repre- 
senting the variables involved.* 

* The principles underlying the construction of nomographic or aJignment charts 
have been most fully developed by M. D'Ocagne in his "Trait6 de Noraographie." 
Further references may be given to "The Construction of Graphical Charts," by J. B. 
Peddle; "Nomographic Solutions for Formulas of Various Types," by R. C. Strachan 
(Transactions of the American Society pf Civil Engineers, Vol. LXXVIII, p. 1359), and 
to various smaller articles that have appeared from time to time tn Er^neering Journals. 
44 



i 



Fig. 22. 
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(I) EQUATION OF THE FORM /i(u) +/i(i>) =Mtv) or 
/.(«)■/»(") =/a(w). — THREE PARALLEL SCALES. 

23. Chart for equation (I). — [The second form of equation (I) can 
be brought immediately into the first form by taking I<:%arithms of both 
members; thus, log/i{M) + iogMv) = log/g(ai).] 

Let ^^, BY, CZ be three parallel axes with ABC any transversal or 
base line. (Figs. 23a, 236.) Draw any index line cutting the axes in 



yt^-i 



Fig. 230. 



Fig, 236, 



How 



the points u, v, w respectively, so that Au = x, Bv = y, C 
are x, y, z related? 

If AC : CB = mi -.ntt, and if through v and w we draw lines parallel 
to AB, then the triangles uEw and wDv are similar, and Eu : Dw = 
Ew ■.Dv = AC -.CB or x — z : z ~ y = m^ : im. 



rthpc + ntjy = (mi + fWj) z or 



r + f-- 



Now if AX, BY, CZ carry the scales «.= »»i/i(tt), y = nhfi{v), z = 



fziw), resi>ectively, the last equation becomes /i{m) -\- Uiv) = 

ttt\ -j- fWj 

fi{w), and any index line will cut the axes in three points whose corre- 
sponding values u, v, w satisfy this equation. 

We also note that for the equation /i(w) — /i(i') = /i(n'), the scales 
X = mifi{u) and y = —nhft(v) are constructed in opposite directions, as 
in Fig. 23ft. 

Hence to chart equation (I) fi(u) +fi(v) = Mw), proceed as follows: 

(i) Draw two parallel lines (x- anfl y-axes) any distance apart, and 

on these construct the scales x = »ii/i(w) and y = tthMv), where nti and 
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tttt are arbitrary moduli. The graduations of the u- and ir-scales may 
start at any points on the axes. 

(2) Draw a third line (s-axis) parallel to the x- and y-axes, such that 
(distance from x-axis to z-axis) : (distance from 2-axis to y-axis) = nti : mj, 

(3) Determine a starting point for the graduations of the w-scale. 
This may be the point C (z = 0) cut out by the line from ^ (a: = o) to 
B (y = o). If the range of the variables m and v is such that the points 
A and B do not appear on the scales, a starting point for the la-gradua- 
tions may nevertheless be found by noting that three values of u, v, w 
satisfying equation (I) must be on a straight line; thus, assign values to 
u and V, say Uq and vo, and compute the corresponding value of w, say ws, 
from equation (I) ; mark the point in which the line joining u = uq and 
V = va cuts the c-axis with the value w = we and use this last point as a 
starting point for the w-graduations. 

(4) From the starting point for the w-graduations, construct the scale 

mi T Mlj 

General remarks. ■ — In practice the index lines need not be drawn; a 
straight edge or a transparent sheet of, celluloid with a straight line 
scratched on its under side or a thread can serve for reading the chart, 
i.e., for finding the value of one of the variables when two of them are 
given. The distance between the outside scales and the moduli for these 
scales should, in general, be so chosen that the complete chart is almost 
square. Then any index line will cut the scales at an angle not less than ■ 
45°, and its points of intersection with the axes is more easily noted and 
the corresponding interpolation on the scales is more accurate. It is 
rarely necessary to choose the moduli so that the length of the longest 
scale greatly exceeds 10 inches. 

/ Charts of logarithmic and uniform scales similar to those described 
, in Art. 3 have been used in laying off the scales needed in the construction 
i of most of the charts which follow. Much time and energy have been 
saved thereby. For greater convenience, the modulus of the primary or 
left-hand scale wag taken to be 10 in. instead of 25 cm. 

In laying off the w-scale with the help of these charts, the following 
procedure will increase the accuracy of the construction. Assign two 
or three sets of values to u and v, and compute the corresponding values 
of w; let these be (wo, i^, Wo), («i, Vi, Wi), and (ut, v^, wj). Draw the ~ 
index lines (««, va), (wi, ni), and (m^, t^), and mark the points in which these 
lines cut the j^axis with the corresponding values of w. Fold the chart ' 
along the scale with modulusm^j and slide this scale along the s-axis until 
the points of the scale nifiiiH^ed Wo, w,, Wi practically coincide with the 
like-numbered points on the axis. This procedure is especially impor- 
tant when the modulus, twj, is quite small. 

The cuts in the text are reductions of the original drawings. > 

'^ ■ 
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34. Chart for moltiplicatiott and diTision. The equation u ■ v = ur. — 
If we write this equation as log « + log v = log w, we have an equation 
of the form (I). Let w and v range 
from I to 10; then w ranges from i 
to 100. Construct (Fig. 240), ID in. 
apart, the parallel scales x = nti log « 
= lolc^u and y = jnilogn ™ rologu. 
Since nh'mi= i : i , the z-axis is mid- 
way between the x- and y-axes. The 
line joining « = I and i» = i must cut 
the z-axis in w = I, and using this last 
point as a starting point, construct 



the scale z = -. 



^ w = 5 log w.. 



Fig. 34a. 



(mi + mt) 

The index line in the completed chart (Fig. 246) gives the reading « =«■ 7, 
» = 3, Of = 21. Since the u- and f-scales are logarithmic scales, we may 



C//A/fT SO/f MULTIPLICATION AND DIVISION UV-W 
Fig. 346. 
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read these scales as ranging from lo" to lO*^' where p is any integer, 
with a corresponding change in the position of the decimal point in the 
value of w. 

25. Combination chart for various formulas. — As a further illustra- 
tion of product formulas of the type (I), /i{m) •Ji{v) = ft{w), we shall 
now represent several such formulas in the same chart, with the same 
outer scales but varying inner scale. Our chart (Fig. 25) represents six 
formulas and undoubtedly others could be added. In all cases, if Wi and 
nh are the moduli of the scales on the x- and y-axes, then the modulus of 
the scale on the z-axis is mj = ntims/imi + mj), and the position of the 
i-axis is determined by the ratio trii : nh- 

(i) u-t) « w for multiplication and division. This has already 
been charted in Art. 24. The equations of the scales are 

ar = 10 log M, y = 10 log v, s = 5 log w, 
and »Mi : »ii = I : I. The index line gives the reading h =■ 3, i» = 5, 
w = 15. 

(2) "^u- ti* = M) occurs in the McMath "run-off" formula. The 
equation can be written log'i* -f 4 log c = 5 log if and hence 

3c = fBilog«, y = fM!(4logp), z = maislogw). 
Let nti = 10 and tth = 10/4, then nh = 2, and mi : ?«» = 4 : l. The 
equations of our scales are 

X = 10 log u, y = 10 log 11, z = U) log If. 
A starting point for the w-scale is found by noting that when w = I and 
0=1 then w = I, and by aligning these three points. The index line 
gives the reading « = 3, f = 5, w = 4.5. 

(3) pr*" = c gives the pressure-volume relation of certain gases 
under adiabatic expansion- The equation can be written logp -\r 1. 41 
log V = log c, hence 

a: = milog^, y = mj(i.4l logu), « = ffi»logc. 
If we choose wii = 10 and mj = 10/1.41, then «t» = 4.15 and Mi : m* = 
1.41 : I. The equations of our scales are 

X = 10 log ^, y= lologf, z = 4.15 logc. 
A starting point for the c-scale is found by noting that when /> = i and 
V = I then c = I and by aligning these three points. The index line 
gives the reading « = 3, u = 5, w = 29. 

(4) V = 0.785 Z>*H, the volume of a circular cylinder. The equation 
can be written 2 log Z) -^ log H = (log V — log 0.785}, hence 

X = mi (2 log D), y = mjlogH, z = fWj (log F — log 0.785). 
If we choose wti = 5 and mj = 10, then «j» = 3.33 and nti : tth = l : 2. 
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The equations of our scales are 

a; = 10 log D, y = lo log H, z = 3.33 Ic^ V, 
where we have discarded the expression —3.33 log 0,785 in the value of a; 
this may be done since this expression merely helps to determine a start- 
ing point for the F-scale; thus the point F = i is at a vertical distance 
2 = —3-33 log 0785 from the base line AB of Fig. 23a or 236. We shall 
however determine a starting point for the F-scale by noting that when 
D = t and H =^ l, then V = 0.785, and by aligning these three points. 
The index line gives the reai^ing D = 3, H = 5, 7 = 35. 

CS) y = 0-534 D". the volume of a sphere. The equation can be 
written V = 0.524 D • D''or\oeD + 2\ogD = log V — log 0.524, hence 

a: = mi log U, y = mi(2 logZ>), 2 = mj (log F— log 0.524). 

If we choose Mi = 10 and Ws = 5, then mj = 3.33 and mi : mj = 2 : I. 
The equations of our scales are 

X = 10 log P, y = lologZ), a = 3.33 log V", 

where we have discarded the expression —3.33 log 0.524 in the value of a. 
We find a starting point for the V scale by noting that when D = 1, 
V = 0.524 and we align the three points D = 1, D = i, and V = 0.524. 
(6) Q = 6.3 O^ Vff gives the quantity of water, Q, 'in cu. ft, per 
second which flows through a pipe having a diameter D ft. when 
under a head H feet. The equation can be written 2 log D + J log H = 
(}ogQ — lc^6.3). If we choose mi = 5 and nti = 20, thenm* = 4 and 
^■«^ »Ki : ms = I : 4. The equations of 

our scales are 

X = 10 log D, 
y = 10 log H, 
s = 4 log Q. 
Again we discard the expression — 4 
log 6.3 in the value of z, and find 
a starting point for the Q-scale by 
noting that when D = i and H = I, 
then Q = 6.3 and by aligning these 
three points. The index line gives 
the reading D = 5, H = 5, Q = I27- 
26. Grashoffsfonnulaw^ 0.0165 
APi'-^ = 0.01296 D^Pi"" for the 
Fig. 36a. weight, w, of dry saturated steam in 

pounds per second flowing from a reservoir at pressure Pi pounds per sq. 
in. through a standard converging orifice of A sq. in. or circular orifice of 
diameter D in. to a pressure of Pi pounds per sq. in., if P: ^ 0.6 P3. 
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If we write the equation as 

2 log P + 0.97 log Pi = (log w — log 0.01296) 
we have an equation of the form (I). The scales are 
x = mi{2\ogD), y = rth (0.97 log Pi), z = ma {log w — log 0.01296) . 

Let D vary from o.r in. to 2.0 in., then log D varies from log o.i = — i 
to log 2 = 0.301, a range of I.301 ; if we choose mi = 5, the equation of 
the i>-scale will be 3C = ro log D and the scale will be about 13 in. long. 
Let Pi vary from 20 pounds to 300 pounds, then logPj varies from 
log 20 = 1.301 to log 300 = 2.477, a range of 1.176; if we choose ntt = 
10/0,97, the equation of theP-scale will he y = 10 log P and the scale 
will be about 12 in. long. Then wij = wiim2/(mi + trtt) = 3.37. The 
equations of our scales are now 

X = lologP, y = lologP, z = 3.37 logw. 

Construct (Fig. 26a) the x- and y-axes 6 in. apart; the s-axis will 
divide this distance in the ratio nti :nh = 4.85 : 10. We have therefore 
drawn the z-axis at a distance of I.96 in. from the a:-axis and 4.04 in. from 
the y-axis. A starting point for the if-scale is found by aligning D .= I, 
Pi = 100, and w = 1. 13. The completed chart is given in Fig. 26&. 

27. Tension in belts, =- = e-^""^^", and horsepower of belting, 

H.p, =lZijlJ2l£._in the first of these formulas, Ti is the allowable 
33,000 

working stress in pounds per in. of width, or the tension in the tight side 
of the belt; the value of this may be obtained either from the manu- 
facturer of the belt or by breaking a piece in a tension machine ; a suitable 
factor of safety should be added. Ti may vary from about 50 to 75 for 
single belts and from 100 to 150 for double belts, a is the arc of contact 
in degrees of belt and pulley and may vary from 100° to 300". / is the 
coefficient of friction and is assumed (in this chart) to have the value 0.30 
for leather belts on cast-iron pulleys. T^ is the tension in the loose side 
of the belt in pounds per in. of width. This formula may be written 
logTs — logri= -0.01745/aloge or log Ti — 0.002274 a = log Tj 
which is in the form (I). The scales are 

x = milogri, y= —nh (0.002274 a), s^ntilogTi. 

Now log Ti varies from log 50 = 1.6990 to log 150 = 2.1761, a range of 
0.4771; if we choose nti = 10, the equation of the Ti-scale will be a; = 
10 log Ti and the scale will be about 5 in. long. Again, a has a range of 

200: if we choose »fe = — 7 ; , the equation of the a-scale will be 

40 (0.002274) 
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y = -A " and the scale will be 5 in. long. Then mi = mifrh/{mi + m^ 
= 5.24. The equations of our scales are 

x=iologri, y=-iVa. z = z.2^\ogTi. 

Construct (Fig. 27c) the x- and y-axes 3.75 in. apart; the z-axis must 
divide this distance in the ratio mi : jMj = 10 : , 00227 j.) ~ ^o ■ ^t. 
We have therefore drawn the z-axis at a distance of 1.79 in. from the x- 
axis and 1.96 in. from the y-axis. 
A starting point for the Is scale is 
found by aligning T\ = 80, a = 150, 
and Ti = 36.5. The completed chart 
is given in Fig. 276, and indicates the 
reading Ti = 80 pounds, a = 150°, 
T^ = 36.5 pounds. 

In the second of the formulas, 5 
is the distance traveled by the belt 
in feet per minute, and may vary 
from 300 to 6000 ; T\ — T-i is the i 
difference in the tensions and may 
vary from 10 to 200; H.P. is the 
horsepower which a belt of one inch 
width will transmit; then, knowing 
the horsepower which we wish to ■ 
transmit we merely divide to get ^^^- ^T'~ 

the width of the belt desired. The equation can be written 
log Cn - n) + log 5 = log H.P. + log 33.000, 
which has the form (I). The scales are 

X = »Milog(ri — Ts), y = mslog5, s = iMalogff.P. 
Now log (7*1 — Ti) varies from log 10 = i to log 200 = 2.3010, a range 
of I.3010; if we choose jMi = 5, the equation of the (Ti — Tsj-scale will 
be a; = 5 log (Ti — Ti) and the scale will be about 6.5 in. long. Log S 
varies from log 300 = 2.4771 to log 6000 = 3.7781, a range of 1.3010; if 
we choose tn^ = 5, the equation of the 5-scale will be y = 5 log 5 and the 
scale will be about 6,5 in. long. Then ttis = minh/im, + mt) = 2.5. 
The equations of our scales are 

» = 5 log {Ti - T2), y = 5 log 5, s = 2.5 log HJ*. 

Construct the x- and y-axes 4 in. apart; the z-axis must divide this 
distance in the ratio fWi : mi = i : i. A starting point for the H.P. scale 
is found by aligning Ti ~ Ti = 10, S = 300, and H.P. = 0.091. The 
completed chart is given in Fig. 27c and indicates the reading T\ — Ta = 
100, S = 1000, H.P. = 3.0. 
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(n) EQUATION OF FORM fiiu) +Mv) +M»>) + • - • = Ut) 
or Mu)-Mv)-Mt€) • • ' =Mt). FOUR OR MORE PAR- 
ALLEL SCALES. 

28. Chart for equation (11). — [The second form of equation (11) 
can be brought immediately into the first form by taking logarithms of 
both members; thus log/i(M) + 108/2(1)) + log/j(w) + . . - = log/4(/).] 
Equation (11) is merely an extension of equation (I) and the method of 
charting the former is an extension of the method employed in charting 
the latter. 

For definiteness, let us consider the case of four variables and the equa- 
tion in the form /,(«) + Mv) + ft(w) = /^(O- Let /i(m) + /a(c) = q. 
This equation is in the form (I) and can therefore be charted by means 



3- 



Fig. 38a. 



Fig. 286. 



of three parallel scales, but the ^-scale need not be graduated. (Fig. 
28a.) We then have g +/»(«') =/«((). which is also in the form (I) 
and can therefore be charted by means of three parallel scales one of 
which is the g-scale already constructed. The graduations of the «-, »-, 
and w-scales may start anywhere along their axes, but a starting point 
for the graduations of the (-scale must be determined by a set of values 
u = un, V = Va, w = Wa, t = h satisfying equation (II) ; thus, join Wo and 
i^ by a straight line and mark its point of intersection with the g-axis; 
join this point with Wa cutting the f-scale in a point which must be marked 
to; this last point is then used as a starting point for constructing the t- 
scale. To read the completed chart we thus use two index lines, one 
joining points on the u- and v-scales, the other joining points on the w- 
and ^scales, intersecting the q-axis in the same point. Fig. 28a illus- 
trates the position of the scales. It is thus easy to find the value of any 
one of the four variables when the other three are known. 

The extension of this method to equations of the form (II) cont£uning 
more than four variables is obvious. 
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Considering again the case of four variables, /i(m) + fi(v) + fi(w) = 
Ml), we can write this in the form /,(m) + fi(v) = f,it) - fi{w) = q and 
chart each of the equations /i(w) + fi(v) = q and fi(i) — Mw) = 2 by 
means of three parallel scales, with the g-scale (v/hich is not graduated) 
in common. Again, to read the ch art, we use two index lines, one joining 
points on the u- and t-scales and the other joining points on the w- and 
/-scales, intersecting the g-axis in the same point. Fig. 286 illustrates 
the position of the scales in this case. 

29. Chezy formula for the velocity of flow of water in open channels, 
V = cVTs. — Here, IP is the Velocity of flow in ft. per sec., r is the hydraulic 
radius in ft. (area divided by wetted perimeter), s is the slope of the water 
surface, and c is a coefficient depending on the condition of the channel. 
(See Art. 53 for the construction of a chart computing c by the Bazin 
formula.) 

Let our variables range as follows: s from 0.OOOO5 to O.oi, r from O.I 
ft. to 20 ft,, c from 10 to 250. Writing the equation 

ilogi + ilogr + logc = logp 
we have an equation of the form (11). Introducing an auxiliary quantity, 
2, we can write 

(i) Jlogi 4-ilogr = 3 and (2) g + logc = logs. 

We now construct a chart for the first of these equations. The scales 
^rc a: = wii (J log s), y = mt (J log r), z = ntaq. 

Now log s varies from log 0.00005 = 56990 — lO to log O.oi = 8.0 — 10, 
a range of 2.3010; and if we choose mi = 10, the equation of the 5-scale 
is a; = 5 log £ and the scale will be about II.5 in. long. Again, logr varies 
fromlogo.i = —I to log 20 = l.3oio,arangeof 2.3010; and if we choose 
nh = 10, the equation of the r-scale is y = 5 log r and the scale will be 
about 11.5 in. long. Then rrti = mirth/ (mi + mi) = 5. The equations 
of our scales are 

* = 5 log *. y = 5 log '■' 2 = 5 3- 

Construct (Fig. 29a) the x- and y-axes at any convenient distance, 
say 8 in. apart; the 2-axis must divide this distance in the ratio jMi : ms = 
I : I, and hence the z-axis is drawn midway between the *- and y-axes. 
The j-scale need not be graduated. 

We continue the construction by charting the second equation. The 
scales are g = fn^, a = m^logc, b = nHlogf. 

We use the same g-scale as above so that mj = 5. Log c varies from 
1(^ 10 = I to log 250 = 2.3979, a range of 1.3979; and if choose m* = 5, 
the length of the scale will be about 7 in. Then m^ = fftsfB^/Cm* + nu) = 
■ 2.5. The equations of our scales are 

« = 52. a = Slogc, * = 2.5logjj. 
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Construct (Fig. 29a) the o-axis at any convenient distance, say 10 in. 
from the z-axis. The graduations of the c-scale may start anywhere 
along the a-axis ; for symmetry, we shall place the scale opposite the middle 
of the scales already constructed- The ^-axis must divide the distance 
between the s- and a-axes in the ratio ma : jmj = i : i, and it is therefore 
drawn midway between them. We get a starting point for the t-scale 



by making a single com- 
putation; thus, when s = 
0.001, r = I and c = 100, 
we have v = 3.16; hence, 
join 5 = o.ooi and r = r, 
cutting the g-axis in a 
point, and then join this 
point and c =100, cut- 
ting the 6-axis in a point 
which must be marked 
V = 3.16. Starting at this 
last point and proceeding 
_ along the axis, the i^scale g 
is graduated from v = 0.02 
to u = 100. 



* 



Fig. 290. 



The completed chart is given in Fig. 296. To read the chart we need 
merely remember that the (s, r) and (c, v) index lines must intersect on 
the g-axis. The index lines drawn in Fig, 296 show that when s = o.ooi, 
r = I ft. and c = 100, then v = 3.16 ft. per sec. 

30. Hazen-Williams formula for the velocity of flow of water in 
pipes, V = CR'^-^Sf-'* (o.ooi)-"«. — The quantity of water discharged, 
Q = 4'irfi*F. — The first of these formulas has been derived experimen- 
tally by Hazen and Williams, who have also constructed a slide rule 
for its solution. V is the velocity of discharge in ft. per sec. from circular 
. pipes or channels flowing full; R is the hydraulic radius in ft. (area of 
cross-section divided by wetted perimeter) ; S is the slope or ratio of rise 
to length of pipe; C is a coefficient depending on the material and the 
condition of the inner surface of the pipe. Williams and Hazen give the 
following table of values for C: 

Brass, block tin, lead, glass 140-150 Cast iron, old, bad condition 6o~ioo 

Cast iron, very smooth 140-145 Steel pipe, riveted, new 105-1 15 

" " new, good condition. .,125-135 " " " old 90-105 

" " old, " " ... I0O-IZ5 Masonry conduits rio-135 

Replacing (0.01)-"** by its value 1.318 and expressing R in inches in- 
stead of in feet, the formula becomes V - 0.2755 CR?'^S'-^, and this 
can be written as 

0.63 log J? -I- 0.54 log 5 -I- log C -I- log 0.2755 = log V 



jyGoQt^Ie 



NOMOGRAPHIC OR ALIGNMENT CHARTS 



2 >; 



„Gooi^lc 



HAZEN-WUXIAMS FOKMUW 



59 



which is of the form (11). Let our variables range as follows: R from o.i 
in. to 20 in., S from o.oooi to 0.05, C from 25 to 20Q. 

We first construct a chart for 0.63 \ogR + 0.54 log S = q. The 
scales are 

X = Mil (0.63 log -R) , y = m, (0.54 log 5) , z = tthq. 
Now \ogR varies from logo.i = -I to log 20 =^ 1.3010, a range of 
2.3010; if we choose nti = 5/0.63, the equation of the -R-scale will be 
x= S ^ogR and the scale will be about 11.5 in. long. Again, i(^ S varies 
from log 0.0001 = 6 — 10 to log 
0.05 = 8.6990 — 10, a range of 
2.6990; if we choose »Mi = 5/0.54, 
the equation of the 5-scale will 
be y = 5 log 5 and the scale will 
be about 13.5 in. long. Then m» 
= miith/inti + nii) = 4.27. The 
equations of our scales are 

x = 5\osR, 

y = 5 log -5, 

8 = 4-27 S- 
Construct (Fig. 30a) the x- 
and j-axes 11.7 in. apart; the 
2-axis must divide this distance 



1 the ratio fwi : mi = 



Fig, 30a. 



" 0.63 ■ 0.54 

= 5.4 : 6.3. We have therefore drawn the s-axis at a dbtance of 5,4 
in. from the x-axis and 6.3 in. from the y-axis. The g-scale need not 
be graduated. 

We now continue the construction by charting 

2 + log C + log 0.2755 = 1(^ V. 
The scales are 

2 = mss, a = fWtOogC + 1(^0.2755), b = mjlog V. 
We use the same g-scale as above so that m» = 4.27. Log C varies from 
log 25 = 1.3979 to log 200 = 2.3010, a range of 0.9031; if we choose 
ITU = 427, the equation of the C-scale will be o = 4.27 log C and the 
scale will be about 4 in. long. Then nn = tnmt/ifh + '"4) = 2.14. The 
equations of our scales are 

t = 4.27 Q, a = 4.27 log C, b = 2.14 log V. 

Construct (Fig. 30a) the o-axis at a distance of 4.8 in. from the z-axis. 

Although the graduations of the C-scale may start anywhere along the 

a-axis, the C-scale is only about 4 in. long and we shall get a more sym- 

metricat chart by placing the scale opposite the middle of the S-scale. 
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The ^axis must divide the distance between the z-axis and a-axis in the 
ratio mi : tttt = I : 1, and is therefore midway between them. We get 
a starting point for the F-scale by making a single computation, thus, 
when R = 2, S = O.OOI and C = lOO, we have V = 1.02; hence, join R = 2 
and 5 =• O.OOI, cutting the q-ax\s in a point, and then join this point and 
C — loq, cutting the b-axis in a point which must be marked V = 1.02. 



* «* 



m 




i 








1 


a 




<^ 


i; 


% 




k: 




>< 


i- 


::) 




,!a_. 


'f 








i: 


§ 










* 


§ 


I-W^ 




M 




5»' 




?«■' 




xf^ 








^^'"l:! 



/t-S — V- 



HAUNAND WILLIAMS FORMULA FLOW OF WATER IN PIPES 
VCft'^S"^>m"" Q-AV-47rR'V. 
Fig. 30S. 
We shall now enlai^e the usefulness of our chart by adding a scale for 
Q, the quantity discharged in cu. ft, per sec. For circular pipes, we have 
Q = 4»-iP7, where V is the velocity of discharge in ft. and R is the hy- 
draulic radius (one-fourth of the diameter of the pipe) in ft., or Q = 
0.0873 iPI'', where R is expressed in inches. We write this equation in 
the form 

2 log J! -I- log V" = (log - log 0.0873). 



jabyGoOt^Ic 



AiT. 31 INDICATED HORSEPOWER OF A STEAM ENGINE 61 

and our scales are 

X = Ml {2 log i2), b = rthlog V, c = ntailogQ — logo.0873). 
As we want to use the i?-scale already constructed, we take «i = 5/2, 
and the equation of the scale is jc = 5 log R, as above. We also want to 
use the K-scale already constructed and hence take ms = 2.14 and get 
b = 2.14 log V, as above. Then wij = mims/(mi + jmj) = 1.15, and the 
equation of the Q-scale is c = r.15 log Q. In Fig. 30a, the x- and i-axes 
are 7.8 in, apart. The c-axis must divide this distance in the ratio 
nti : nti = 2.5 : 2.14; this is accomplished by drawing the c-axia at a dis- 
tance of 4.2 in. from the X-axis. We get a starting jroint for the Q-scale 
by aligning R = 2, V = 1.02, and Q = 0.36. 

Fig. 306 gives the completed chart. The index lines drawn indicate 
that when R = 2 in., S = 0.00l,-and C = lOO, then V = 1.02 ft. per sec. 
and Q = 0.36 cu. ft. per sec. 

31. Indicated horsepower (rf a steam engine, H.P. = . — 

^ *^ ^^ 33,000 

Here, P is the mean effective pressure in pounds per sq. in., L is the 

length of the stroke in ft., A is the area of the piston in sq. in , and N is 

the speed in revolutions per minute. 

This formula is used extensively in steam engine testing practice. 
The pressure, P, is obtained from the indicator card and is equal to its 
area divided by its length. In double-acting steam engines — air com- 
pressors, air engines, or water pumps — we have the fluid acting on both 
sides of the piston alternately. Here we must apply the formula to each 
end and add the results in order to get the total power output. 

For purposes of illustration we shall here use the diameter, D, instead 
of the area, and write 

^■■P- = ""^^^'f, , = o.oochoi^Sz PLD^N 
(33.000) (4) (12) ""^r" ^ -5 

where L is expressed in inches, as is more common. 

We shall divide the charting of this equation into three parts: 

(i) PL = q. (2) D^N = t, (3) H.P. = 0.000001983 qt. 

(i) PL = q can be written Ic^P -|- logi = logg, which has the 

form (I) , and our scales are 

X = mt log P, y = wis log L, s = m» log q. 

If P varies from ro to 200, log P varies from i to 2.3010, a range of I.3010; 

if we choose nti = 10, the /"-scale will be about 13 in. long. If L varies 

from 2 to 40, log L varies from 0.3010 to 1.6020, a range of I.3010; if 

we choose nti = 10, the L scale will be about 13 in. long. Then ntt = 

mimi/{tHi + mi) = 5, and the equations of our scales are 

* = 10 log P, y = io\ogL, z = 5 log 2. 



)yGoO»:^Ic 



63 



NOMOGRAPHIC OR ALIGNMENT CHARTS 



CsAP. m 



Construct (Fig. 31a) the x- and ^^-axes 10 in. apart. The z-axis must 
divide this distance in the ratio mi : mi = i : i and is therefore drawn 
midway between them, but the 3-scale need not be graduated. 

{2) D*N = I can be written 2 log D + log N = log (, which has the 
form (1), and our scales are 

a = mi{2\ogD), b = mt\og N, c = nhXogt. 
If D varies from 2 to 40, lt% D varies from 0.3010 to 1.6020, a range of 
I.3010; and if we choose m* = 5, the equation of the D-scale will be a = 
10 log D and the scale will be about 13 in. long. If N varies from 50 to 
1000, log Ovaries from 1.6990 to 3.0000, a range of 1.3010; and if we 
choose mt = 10, the JV-scale will be about 13 in. long. Then m* - 
trtimt/iint + f»s) = 3.33, and the equations of our scales are 
o = iologZ), b=io\ogN, c = 3.33 log/. 
Construct (Fig. 31a) the a- and 6-axes ro in. apart. Since D and L 
have the same range and their scales have the same modulus, for y = 10 
log L and 0=10 log D, we find 
it convenient to make the a-axis 
coincide with the y-axis, and to 
use one scale for both L and D. 
The c-axis must divide the dis- 
tance between the a- and 6-axes 
in the ratio mj : «( = i : 2, or 
the c-axi^ is at a distance of 
3.33 in. from the o-axis, but the 
(-scale need not be graduated. 
(3) H.P. = 0.000001983 gf can be written log? + log( = (iog H.P. 
— log 0.000001983), which has the form (J). Our scales are 

z = tthlogq = slogs, c - mjlog* = 3-33 log'. <^ = tiP,\ogH.P., 
where m, = mtntg/inh + mi) = 2, and hence d = 2 log H.P. The z- and 
c-axes are 8.33 in. ^art and the d-axis must divide this distance in the 
ratio rrta :'»• = 5 :3-33; thus therf-axis must be at a distance of 5 in. from 
the s-axis and must coincide with the y- and a-axes. Thus, one side of 
this triple axis carries the scale for L and D, and the other side, the scale 
for H.P. To get a starting point for the H.P. scale we make a single com- 
putation: P = 50, Z. = 14., D = S, N = 300 ^ve H.P. = 26.7 ; hence the 
line joining P = 50 and 2, = 14 cuts the q-sxis in a point, the line joining 
D = S and N = 300 cuts the (-Eixis in a point, and the line joining these 
two points'cuts the d-axis in a point which must be marked H.P. = 26.7. 
Fig. 316 gives the completed chart, and the index lines indicate that 
when P = 50 pounds per sq. in,, L = 14 in., D = & in., and N = 300 
revolutions per min., then H.P. = 26.7, 
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EXERCISES . 
ConBtnict charts for the following formulas. The numbers in parenthesis suggest 
linuti:^; values for the variables. These limits may be extended if necessary. Addi- 
tional exercises will be found at the end of Chapter V. 

I. w = — ^ = -g- CPi. — Rankine's formula, for the weight, to, in pounds per 
sec of steam flowing from a reservoir at pressure Pi pounds (zo to 300) per sq. in, 
through an orifice of ^ sq. in. or of diameter £> in. (o.i to 2.0} to a pressure of Pi pounds 
per sq. in., if Pi = 0.6 Pi. 

2.0 = 3.33 W*. — Francis' formula for the discharge, Q, in cu. ft. per sec. over a 
■ rectangular weir 6 ft, (21015) in width due to a head of Jif ft. (0.5 to 1.5) over the crest, 

3. L = 2la- + 0.5, — 5elf- inductance, L, in abhenries per cm. length of one of 
two parallel straight cylindrical wires each r cm, (0.1 to 0.25) in radius, their axes d cm. 
(2.5 to 144) apart, and conducting the same current in opposite directions [distance d 
small compared with length of wires). 

4. P = 50^10,000 Igl . — Stewart's formula for the collapsing pressure, P, in 
pounds per sq. in. of Bessemer steel tubing t in. (0.02 to 0.13) in thickness and i> in. 
(i to 6) in external diametei. 

5. — j VTgcbtr. — Hamilton Smith formula for the discharge, Q, in cu, ft. per 
sec. over a contracted or suppressed weir b ft. (2 to 20) in width due to a head of H ft. 
(0.1 to 1.6) over the crest, if the coefficient of discharge be (0.580 to 0.660). Ig — 32.2.] 

6. P = 0.196 — /. — Load, P, in pounds supported by a helical compression 
spring; d is the diameter of the wire in inches (0.IO2 to 0,460 or No. 10 to No. oooo, 
B. S, gage), r is the mean radius of the coil in inches (0.5 to 2.0), / is the fiber stress in 
pounds (30,000 to 80,000). / 

7. P = t£W {L + 10 W}.*^ Conveyor-belt calculations; p is the correct number 
of plies (i to 15) W is the width of the belt in inches {10 to 60), g'is the weight of 
material handled in pounds per cu, ft, {30 to 125), L is the length of the belt in ft. and 
H is the difference in elevation between the head and tail pulleys in ft. {L + loH : lOO 
to 1500), j6 is a constant depending on the type of drive (ife = 1/250,000 for a simple 
drive with bare pulley, k — i/y>o,ooo for a simple drive with rubber-lagged pulleys, 
k = 1/375,000 for a tandem drive with bare pulleys, k = 1/455,000 for a tandem drive 
with rubber-la^ed pulleys). [Charted in Metallurpcal and Chemical E^gi^eeri:^;, 
Vol. XIV. Jan, r, 1916.] 

8. W = 15 «PVD, — Flow of steam through pipes; W is the weight of steam 
passing in pounds per min. (i to 30,000), d is the inside diameter of the pipe in inches 
(i to 36), V is the velocity of flow in ft. per sec. (15 to 250), D is the density of the 
steam at the mean pressure (use a steam table and plot D for values of the absolute 
pressure from i to 215 pounds per sq. in.) [Charted in Electrical World, Vol. 68, Dec. 
9. 1916.1 

9. p = VDK, where K = 2:^ (i + 2^y. — Flow of steam through pipes; p 
is the pressure drop between the ends of the pipe in pounds per sq. in. per loO ft. of 
pipe (0,01 to 20), and V, d, and D are defined in Ex. 8. [Charted in Electrical World, 
Vol. 68, Dec. 9, 1916,] 

10. JJ* — 14.7* = 0.0007 "BT "■ ^ Blast-pressure furnace; H is the height of the 
furnace in ft, {50 to 100), D is the bosh diameter in ft. (10 to 25), Wis the number of cu. 
ft. of air at 70° F. per minute (5000 to 80,000), ^is the blast -pressure in pounds gage (2 to 
25). [Charted in Metallurgical and Chemical Engineering, Vol. XIV, Mar. 15, 1916.] 
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CHAPTER IV. 

NOMOGRAPHIC OR AUGNMENT CHARTS {Continued), 

(m) EQUATION OF FORM /i(u) =/»(«?)■/»(«)) or 

/,(«) = /iW'-' — z chart; 

32. Chart for etpiation (HI), — [The second form of equation (HI) 
can be brought immediately into the first form by taking l(^arithms of 
both members.] The first form of equation (M) is the same as the second 
form of equation (I), but in Art. 23 we used three parallel logarithmic 
scales, while here we shall use three natural scales, two parallel and a 
third oblique to them. 

In Fig. 320, let AX and BK be two parallel axes and AZ any axis 
oblique to these and cutting these in A and B respectively. Draw any 




Fig. 320. Fig. 326. 

index line cutting the axes in the points u,v,w so that Au = x, Bv = y, 
Aw = 2; note that Au and Bv are oppositely directed. How are x, 
y, and z related? 

Let AB = k. Then in the similar triangles Auw and Bvw, 



Au : Bv = Aw : wB, or x :y = z : k - 



or X = -, 



Now if AX and B Y carry the scales x = mjiiu) and y " m^/'s(t), the last 

= — Ti~ — T /iW, and if AZ carries a scale for 
mi {k — z) ■' " " 
w such that 

ffljg _ f /„.\ „_ „ _ fc m-^ft(w) 



equation becomes /](u) = 



mi(& - 
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the equation becomes /i(«) = ft(v) ■/»(w), and any index line will cut the 
axes in three points corresponding to values «, v, w satisfying this equa- 
tion. 

Hence, to chart equation (III) /i(a) = fz{vj) -Mv) proceed as follows; 
Draw three axes AX, BY, and AZ, where ^X and BY are parallel and 
oppositely directed, and AB is any convenient length, k. With A and 
B as origins, construct on these axes the scales 

Note that for the construction of the ic-scale, it is necessary to com- 
pute the value of 2 for every value of w which is to appear on the chart. 
To avoid this computation, proceed as follows: 

OaBY, choose a fixed point F at any convenient distance, /, from B 
(Fig. 32&), and on AX construct the scale AC = x' = i— /,(«>). From 
F as center, project the points C on the axis AZ. Let FC cut AZ in w, 
and let Aw = z. Then in the similar triangles ACw and BFw, 

z:k — z = X -.1 or z = -r— — ■ = k — t- ,"-? . 



I + x' ntiMw) + m, 



Hence to construct the scale 2 = k — > , . . ■ ■ , construct first the scale 



x" = — ^ /i(ii') on AX, and then project this scale from the fixed point F 

on B K (where BF = I) to the axis AZ marking corresponding points with 
the same value of w. 

This type of chart is illustrated in the following example. 



N/1^ 



33. Tension on bolts with U. S. standard threadsi D = 1.24 y 7 + 

0.088. — Here D is the outside d'ameter of the bolt in inches, L is the 
load on the bolt in pounds, and/i is the tension fiber stress in pounds per 
sq. in. 

If we write the equation as L = /, ^^ — -. — ^ , ■ we have an equation 
(1.24) 
of the form (HI) . The scales are 

, , J ,mi{D - 0.088)* 

■^ ^ ws (1 ,24)* 

Letivaryupto 100,000 pounds: if we choose »»i = o.oooi, the equation 
of the i-scale will be a; = 0.0001 L and its length will be 10 in. Let/i 
vary up to 100,000 pounds; if we choose m% = 0.0001, the equation of the 
/(-scale will be y = 0.0001 ft and its length will be lO in. If we choose 
the fixed point or center of projection, F, on the y-axis so that / = 8.3 in., 
then the equations of our scales are 

X •= 0.0001 L, y = 0.0001 /i, ^ = 5.4 (/) — 0.088)*. 
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If D varies from J in. to 4 in., we compute the corresponding values 
of x' and lay off the scale on the sr-axis. We then project this scale from 
the point F to the 
oblique axis, mark- 
,i n g corresponding 
points with the same 
value of/? (Fig. 33a) . 

The final chart, 
showing neither the 
point F nor the pro- 
jecting lines, is given 
in Fig. 336. On one 
side of the oblique ^'°- ^^ 

axis the threads per inch corresponding to the various diameters have been 
given. The index line indicates that when L = 20,000 pounds and /* = 
37,000 pounds per sq. in., thenZ) = i in. and thereareS threads to the inch. 

Similar charts can be built up for various other threads. 







^^■^-^ K 






reffs/ov eoLTs with i/.s. sro. TMneAos- 
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(IV) EQUATION OF FORM 



fiiu) _Mu,) 



— TWO INTER- 



SECTIHG INDEX LINES. 

34. Chart for equation (IV). — A large number of equations in- 
volving four variables can be written in the form (IV) — such equations as 
Mu) -Mv) -Uw) = m or f,iu) -Mv) = Mw) ./4(i), etc. Equation 
(IV) is included in the second form of equation (11), but in Art. 28 we used 
logarithmic scales whereas here we shall use natural scales. 

Let AX, B Y and AZ, BT be two pairs of parallel axes, -wh&e AZ may 
coincide with AX (Fig. 540) or AZ may make any convenient angle with 




" 


r ^=^ 

1 / 


K 


-- / 


, 


/l'^^-^ 








4wL . 



Fig. 34a. 



Fig. 346. 



AX (Fig. 346), and where AB' is a common transversal. Through any 
point P on AB draw two index lines cutting the axes in the points w, v, w, 
and q so that Au = x, Bv = y, Aw = z, and Bq = t. How are x, y, 2, 
and t related? 

From the similar triangles in these figures, we have 
X -.y = AP : PB and z:t = AP : PB, .*. x:y = z:t. 
Now if AX, BY, AZ, BT carry the scales 

X = mjiiu), y = nhfiiv), z = mzMw), t = nttftiq), 

where mi : mi = ma : m«, the relation becomes /i(m) : /s(i') = /j(a') : fiiq) 
and two index lines intersecting in a point on AB will cut out values Of 
u, V, w, and q satisfying equation (IV). 

Hence, to chart equation (IV) /i(m) : fi{v) =f3(w) : /((g) proceed as follows : 
Through the ends of a segment AB of any convenient length, draw the 
parallel axes AX and BY and the parallel axes AZ and BT, where AZ 
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may coincide or make any convenient angle with AX. On these axes 
construct the scales 

X = mifiiu), y = nhfi{v), z = mifi{w), t = rrujiiq) 
where the moduh are arbitrary except for the relation mi .tth = nti : mi*. 
To read the chart, use two 
index lines, one joining u 
and V, and the other join- 
ing III and q, and intersect- 
ing in a point on AB. 

The following examples 
illustrate this type of chart: 

35- .Prony brake or 

electric dyaamometer 

, „„ 2TILNW 

formula, a. P. = . — 

33,000 

for measuring the power of a rotating shaft. Either the prony brake or 

the electric dynamometer may be used. With such an arrangement the 

power is given by the above formula, where L is the length of brake arm 

in feet, JV is the speed of the 

shaft in revolutions per minute, 

and W is the load on scale in 

pounds. 

If we write the equation as 

H.P. W 

tion of the form (IV), and our 
scales are 

X = tttiH-P., y = mtN, 

5260 



Fig, 350. 
The sketch in Fig. 35a gives the method 




z = maW, 



i = 



Fig. 356. The following table exhibits 

the limits of the variables, the 

choice of moduli, and the equations and approximate lengths of the scales. 



Scaie • Limits Modulus 




Equation 


Length 


HJ'. to 80 Ml = 0.15 




35 = 0.15 H.P. 


12" 


iV to 5000 m^ = 0.00225 




y = 0.00225 ^ 


Hi" 


If to 40Q ma = 0.03 




z = 0.03 W 


12" 


L 0.5t05 '«.-'=?- 


0.00045 


'=¥ 


4" 



In Fig, 356, the x- and z-axes coincide, so that the H.P.- and IF-scales 
are laid off on opposite sides of the common axis, and starting from the 
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same origin; similarly for the N- and L-scales. The index Hnes, one 
joining L and W and the other joining N and H.P. intersect on the trans- 
versal joining the zero points of the scales. 

The completed chart is given in Fig. 35c, and the index lines show that 
when L = 2 ft., W = 50 pounds, and JV = 2000 r.p.m., then H.P. = 38. 




36. Deflectioa of beam fixed at ends and loaded at center. A = 
WI? 1728 

—r—-^r- — Here, A is the deflection of beam in inches, W is the total 
192 El ' 

load on beam in pounds, L is the length of beam in feet, £ is the modulus 
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of alasticity of material in inch units, and / is the moment of inertia in 
inch units. 

We shall take E = 30,000,000 for steel, so that the equation may be 



W 



L* 3.333iOOO / 



which has the form (IV), and gives the 



wntten as 7^ 
scales 

X = miA, y = md^, 

The following table exhibits the choice of moduli and the equations 
of the scales. 



s = mtW, t = tttt (3,333.000) /. 



Scale Limits Modidn 

A up to 1.5 mi = 8 

L 10 to 35 mt = 0.000,224 

W up to 300,000 wjj = 0.000,04 



Equation Length 



y ■= 0.000,324 L' 10" 
s = 0.000,04 ^ >2" 



/ up to 3000 m^ =—^—5=0.000,000,001,12 ( = 0.003,735/ "" 
itti 

In Fig. 360, the x- and z-axes 
are perpendicular and so are the 
y- and /-axes. The index lines, 
one joining W and / and the 
other joining A and L inter- 
sect on the common transversal 
joining the zero points of the 
scales. 

The complete chart is given in 
Fig. 3,6b, and the index lines show 
that when W = 130,000 pounds, 
/ = 1000 inch units, and Z. = 25 
ft., then A = o.6r in. 




Fig. 360. 



37. Deflection of beams under various methods of loading and sup- 
WI? 1728 

porting. A = =7-. — Here A is the deflection of the beam in 

192 fitii 

inches, W is the total load on beam in pounds, L is the length of beam in 
feet, E is the modulus of elasticity of materia! in inch units, and / is the 
moment of inertia in inch units; a is a quantity whose value determines 
■the method of loading and supporting, thus 

(i) o = I — beam fixed at ends and loaded at center; 



(2) O = 2 - 

(3) fl -A - 

(4) « =A - 

(5) <^ = i ■ 

(6) o = J - 



" " " " " uniformly; 
" " one end and loaded at other; 
" " " " " uniformly; 
supported at ends and loaded at center; 
" " " " " uniformly. 
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These six cases may be represented by six charts similar to those dis- 

A W 

issed in Arts. 35 and 36, for the equation can be written -j^ = — -„ 

i- 3.333.000 a/' 

LEIIGTM or BEAM (L) IN FEET 






DErtEcrion or beam (A) "v inches. 

BEAM FIXED AT ENDS -LOADED AT CENTER. 

Fig. 366. 



In all c 



i, the 



which has the form {IV) when a value is assigned to a 
scales are 

* = ffiiA, y = mjL*, r = twaW, i = m^ {3,333,000) al. 
In cases {i) to (4), the x- and s-axes are perpendicular, and in cases {5) 
and {6), the x- and 2-axes coincide. The scales are arranged so that there 
is only one common transversal joining the zeros of all the scales. In all 
cases the index line joining W and / and the index line joining A and I. 
must intersect on the common transversal. 
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The completed chart, Fig. 37, clearly distinguishes the six cases so 
that there is no difficulty in reading it. 




■art-oeflection of.beams. 
Fig. 37. 

Another and more compact method of charting this composite equa- 
tion will be given in Art. 43. 



38. Specific speed of turbine and water wheel. JV, = - 



H* 



The formula gives the specific speed of a hydraulic reaction turbme 
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and also of a tangential water wheel. Here, N, is the specific speed, H.P. 
is the horsepower, N is the number of revolutions per minute, and H is 
the head of water on turbine or 
wheel in ft. The formula b ex- 
tensively used in Hydraulics 
and in water [Kiwer engineering 
work; the reaction turbine is 
used when the head is low and 
the quantity of water available 
is relatively large, the value of 
N, varying from lo to loo, while 
B the tangential water wheel is 
I used when the head is great and, 
^ as is usual in such cases, the 
water limited, the value of N, 
varying from 2 to 6. Because 
^"^' 38«- of this difference in the rai^ 

of N, for the two cases, it is best to construct separate charts. 




If we write the equation as 



N. VH.P. 



we have an equation of the 



N iji 
form (IV), and our scales are 

X = mjJif,, y = TthN, z = trii y/H.P., t = mt0. 
The following tables exhibit the choice of moduli and the equations of the 
scales. 

Reaction Turhine 
Scale Limits Modulus Equation Length 

N, ID to 100 nil = 0.1 X = O.I N, 9" 

N up to 2000 fth = 0.005 y = 0.005 ^ 10" 

H.P. " " 1000 mz = 0.28 8 = 0.28 VH-P. 9" 

fthftlg . .-ri ,, 

= 0.014 ' = 0.014 "* 'o 



mt = - 



ttti 



Tangential Water Wheel 
Scale Limits Modulus Eguation 

iV, 2 to 6 fwi = 1.7 X = 1.7 N, 

N up to 2000 mj = 0.00476 y 



mt 



> 0.28 



' 2000 ntt = = 0.000784 / = 




Fig. 38a shows the position of the scales. The x- and z-axes ocnncide ' 
eo that the N,- and HJ'.-scales are constructed on opposite sides of the 
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common axis; similarly for the N- and ^-scales. The charts for the re- 
action turbine and the tangential water wheel have been combined as 
shown in the diagram, i.e., the axes for the former have been placed per- 
pendicular to the axes of the latter, and both charts use the same trans- 



SfECirie SPECO lltt,,. ... 



\ I 

\ /' 

A 

I I 



->-- 



X 



■^ \ n \ ^.^. ^ X ^. ■! ^ .^ ^. ^. 



i I i 



T™T 



f^ 



Fig. 386. 

versal on which the index lines intersect, one index line joining N, and ft 
and the other joining H.P. and H. 

Fig. 386 gives the completed chart; for the reaction turbine, the index 
lines show that when N = 1000 r.p.m., i? = 70 ft., and H.P. = 201, 
then N, = 70; for the tangential water wheel, the index lines show that 
when N = 1000 r.p.m., H = 700, and H.F. = 275, then N, = 4.6. 
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(V). EQUATION OF FORM /,Cu) =/i(«') /sM ■/4(t) .... 
TWO OR MORE INTERSECTING INDEX LINES. 

39. Charts for equation (V). — A lai^e number of equations involv- 
ing three or more variables can be written in the form (V), which is 
similar to the second form of equation (U), but in Art, 38 we used log- 
arithmic scales, whereas here we shall use natural scales. Equation (IV) 
is a special case of equation (V) when there are four variables present. 
We shall here consider the cases where equation (V) contains three, five, 
or six variables. The method of charting to be employed is an amplifi- 
cation of the method described in Art. 34. 

Case (l). Three variables. /i(tt) = fi(v) ■fsiw). This equation can 
be written as /i(u) : ftiv) = fs{w) : i, which is of the form (IV); the 
scales are 

« - mifiiu), y = mtfiiv), z = ma/sCw), i = »«4, 
where nii : vtt = mt : trti. Here the g-scale is replaced by a fixed point, 
F, on the y-axis and at a distance m^ from B. The first index line joins u 
and V, the second index line joins w and the fixed point F; the two lines 
must intersect in a point on AB. (Figs. 34a, 346.) 

The fixed point, F, may be used as a center of projection from which 
the w-scale may be projected on the transversal AB- We shall then have 
two parallel scales and a third scale oblique to these, and a single indeif 
line will cut the scales in values of u, v, and w satisfying the equation. 
This method was employed in charting the formula for the tension on 
bolts in Art. 33. 

An example illustrating case (i) is worked out in Art. 40. 

Case (2). Sixvariables. Mu) -Uq) -Ur) ^ Uv) -Uw) -Ms). This 
equation can be written as 

/,(«) : Mv) = Mw) :p and p :Mq) = Mr) : Ms). 
Each of these equations has the form (IV) and can therefore be charted 
by the method described in Art. 34. In Fig. 390, the p-, v-, and ^-scales 
lie along a common axis, but the ^-scaie need not be graduated. To read 
the chart we need two pairs of index lines; the index lines («, v) and 
{w, p) intersect in a point on AB, and the index lines {p, q) and (r, s) in- 
tersect in a point on BC. 

An example illustrating case (2) is worked out in Art. 41. 

Case (3). Fivevariables. M») • Mi) • Mr) = M") • M'lv) ■ Thisequa- 
tion can be written as 

/i(«) : /=W =M^) -P and p : Mi) ^ Mr) : i 
and can be considered as a special form of case (2), where the s scale 
(Fig. 390) is replaced by a fixed point through which the fourth index line ; 
must pass. An illustrative example is worked out in Art. 4a. 
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TWISTING MOMENT IN A CYLINDRICAL SHAFT 



77 



We may also chart the equation /i{m) : fiiv) = Mw) : p by the method 
described in Art. 34, and the equation p = f,(,q) • Jt(r) by the first method 
described in Art. 32. The arrangement of the scales is shown in Fig. 396, 
and this arrangement is more compact than that of Fig. 390, and em- 
ploys only three index lines instead of four. 
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Fig. 39a. 



Fig. 396, 



In Fig. 396, the r-scale lies along the transversal AB and the q- and w- 
scales are carried on the same axis; the index lines (u/v) and {w, p) inter- 
sect on the transversal AB, and the third index line aligns p, r, and q. 
An illustrative example will be found in Art. 43, 

40. Twisting moment in a cylindrical shaft, M = 0.196 FD*. — Here 
F is the maximum fiber stress in pounds per sq. in., D is the diameter of 
the shaft in inches, and M is the 
twisting moment in inch pounds. 
If we write the equation as M: 
ly = F : 5.1 we have an equation 
of the form (V), case (i). Our 
scales are 



e = miJW, 
z = msF, 



y = miD*, 
t = m* (5-1). 



The following table exhibits 
the choice of moduli and the 
equations of the scales: 




Scale Limits 

M up to 190,000 

D i" to 4" 

F up to 16,000 



Modulus 
mi = 0.00005 
f«i = 0,1 
wtj = 0.0005 



Fig. 40a. 

Equation Length 

X = 0.00005 M 9.5" 

y = 0.1 P' 6.4" 

z = 0.0005 P 8" 
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'X^ 



Q 34- 



J 34- 






y/ 



^■x. 



■^ «xo--«i.o«> 



"> Sioaf- -WOOD </i 



ly 



\tio:ooo- -mooo 



^/Z(^ -120,000 



o 

/4/)00-\-l4QOOO % 
I6.000\l6(i000 Vi 
■180.000 



TWISTINO MOMENT IN CYLINDRICAL SHAFTS 
M=0.I96 F D^ 
Fig. iftb. 
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ttxr. 41 D'ARCY'S FORMULA FOR THE FLOW OF STEAM IN PIPES 79, 

Now nti = trhtnt/mi = i, hence / = 5.1, and we have a fixed point on the 
y-axis at a distance 5.1 in, from the origin. We construct the M- and F- 
scales on the same axis from a common origin, and the U-scale and the 
fixed point on a parallel axis. (Fig. 40a.) The two index lines, one join- 
ing M and D and the other joining 7^ and the fixed point, must intersect 
on the common transversal joining the zeros of the sCales. 

The completed chart is given in Fig. 40*, and the index lines show that 
when F = 12,000 pounds per sq. in. and Z> = 3 in., then M = 63,500 in. 
pounds. 

B'L 

Here, P is the drop in pressure in pounds per sq. in., that is, the difference 
between the pressure, pi, at the entrance to the pipe and the pressure, 
pt, at the exit of the pipe; B is the weight of steam flowing in pounds per 
minute; L is the length of the pipe in feet; c is a quantity which varies 
with the nature of the inner surface of the pipe; w is the mean density of 
steam, i.e., the average of the density at the entrance and the density at 
the exit of the pipe; d is the diameter of the pipe in inches. This formula 
is extensively used in engineering practice. We usually desire the pres- 
sure drop between two points. The chart to be constructed will however 
solve for any one of the six variables involved. 

We have an equation involving six variables of the form (V), case (2) . 
and as suggested in Art. 39, we shall separate it into two equations each 
involving four variables, and build up a Z chart for each of these. Taking 
the square root of both members of the equation, we write it 

VLB-VPcVUVd: or ^!>_VliV^ 

and equating both members to an auxiliary quantity, Q, we write 

VP B , Q VZj 

—=i = yr, and -^ = — T-- 

We now construct a Z chart for each of these equations, the two charts 
having the Q-axis in common. 

For the first of these equations we have the following table: 

Length 



Scale 


Limits 


Modulus 




P 


Ot0 25 


mi = 4 


X = ^VP 


L 


101500 


mj = 0.4 


y = 0.4 -/z; 


B 
n 


to 400 


m, = 0.02 


s = D.02 B 
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Crap. IV 



The P- and B-scales (Fig. 41a) are placed on the same axis and starting 
from the same origin, and the L- and Q-scales on a parallel axis, but the 
Q-scale is not graduated. 

For the second equation we have the following table: 



Scale 

Q 

d 



Limits 



o to 10 
o to 10 

30 to 70 



Modulus 
m, = 0.002 
ms = 0.06 
«I4 = 6 



Equation 



= 0.06 Vd'' 



Length 



mj = 



m. 



180 



t = 180 



0) 




The w- and ^-scales are placed on the same axis; hence the w- and L- 
scales are on the common Q-axis. The d and c scales are placed on a 
parallel axis (Fig. 41a). 

We use four index lines. The 
(c, w) and (d, Q) lines must inter- 
sect on the common transversal 
of the corresponding scales, and 
the (_Q, B) and (L, P) lines must 
intersect on the common trans- 
versal of the corresponding scales 
It is thus a simple matter to find 
the value of any one of the six 
variables when the other five are 
known. Thus, to find the value 
of P when c, w, d, B, and L are 
known, proceed as follows (Fig. 
4l(i): join the point of intersec- 
tion of (c, w) and the common transversal (a) with d, cutting the Q-axis 
in a point, Q; join the point of intersection of {Q, B) and the common 
transversal 03} with L, cutting out the required value of P. 

Fig. 416 gives the completed chart, and the index lines show that 
when c = 40, w = 2, d — 'j in., B = 300 pounds per minute, and 
L = 800 feet, then P = 1.34 pounds per sq. in. 

43. Distributed load on a wooden beam. F= ^-sm- — Here, f is the 

maximum fiber stress in pounds per sq. in.; L is the length of the 
beam in inches; W is the total load on the beam in pounds; B is the 
width of the beam in inches; and H is the height of the beam in inches. 
In construction work, the total load on the beam (depending on the load 
which the floor must support) , the allowable fiber stress (depending upon 
the kind and quality of the wood), and the length of- the beam, are usu- 
ally known; and the width and height of the beam are to be determined. 



FiQ. 41a. 
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y; 



y 



12 



D'AflCy SQVAr/OV'FlOIV OF SreAM /AT P/PSS. 

Fig. 41 6. 
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Since we have two unknown quantities we can of course get various com- 
binations of these to satisfy the equation. By means of the chart to be 
constructed these combina- 
tions of width and height are 
readily seen, and any desired 
combinations may then be 
chosen. 

We have an equation in- 
volving five variables of the 
form (V), case {3), and intro- 
ducing an auxiliary quantity, 
Q, we shall separate it into 
two equations; .thus, 
F W , Q IP 

We now construct a Z chart 







for each of these equations, the two charts having the Q-axis in 
For the first of these equations our scales are 

X = miF, y = miiL), s = ntiW, g = «< {Q), 

and we have the following table: 



Sqale 



Limits 
up to 2000 
up to 40 
up to 15,000 



Modulus 
mi = 0,003 
mj = 0.3 
nti = 0,0008 



Equation 

X = 0.003 ^ 
y = o.iL 

s = 0,0008 W 



Length 
6" 



The F- and W-scales a 



i on the same axis (Fig. 420) and starting 



from the same origin, and the L- and Q-scales < 
0-scale is not graduated. 

For the second equation our scales are 



1 a parallel axis, but the 



S = ntiQ, r = mtB, 
and we have the following table: 



= ntilP, I = wis (9), 



Scale 

Q 

B 
H 


Limits 

up to 10 
up to 12 


Modulus 
mi, = 0.08 

m, = I 

»M7 = 0.08 


Equation 
2 = 0.08 Q 
t=jB 
s=o.oSIP 






ms = — — = I 


t = 9 



Length 
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Fig. 436. 
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The H- and Q-scales are placed on the same axis (Fig. 42a) ; hence the ' 
L- and ff-scales are on the common Q-axis. The B-scale is placed on a 
parallel axis, on which there is also a (ixed point, /, at a distance of 9.0 in. 
from the origin. 

We use four index lines. The (L, F) and (Q, W) lines must intersect 
on the common transversal of the corresponding scales, and the (B, Q) 
and (/, H) lines must intersect on the common transversal of the corre- 
sponding scales. It is thus a simple matter to find the value of any one 
of the five variables when the other four are known. Thus to find the 
value of H when F, L, W, and B are known, proceed as follows: (Fig. 
42a) join the point of intersection of (L, F) and the transversal (^) with 
PC, cutting the C-axis in a point, Q; join the point of intersection of (B, Q) 
and the transversal (a) with the fixed point, /, cutting out the required 
value of H. 

If we wish we can project the ff-scale on the transversal (a) using 
the fixed point, /, as a center of projection. We can then discard the 
fixed point, /, and the index line through it, for the index line (B, Q) 
will then cut the transversal (a) in the required value of H. Given 
then F, L, and W, we determine the point Q as above, and by rotating 
the index line through Q we can cut out any desired combination of B 
andH. 

The completed chart is given in Fig. 426, and the index lines show 
that when W = 10,000 pounds, L= 15 in.. F = r,200 pounds per sq, in,, 
and B = 8 in., then H = 12 in, 

43. Combination chart for six beam deflection formulas. A => 

" p-p . — Here, W is the total load in pounds, L is the length of the 

beam in feet, / is the moment of inertia in inch units, A is the deflection 
in inches, E is the modulus of elasticity (30,000,000 for steel), and P is a 
factor which determines the method of loading and supporting. Thus 
when the beam is 

(1) fixed at both ends and uniformly loaded, P = Pi = 2; 

(2) fixed at both ends and loaded in center, P = Pt = 1 ; 

(3) supported at both ends and uniformly loaded, P = Pi = \; 

(4) supported at both ends and loaded in center, P = P4 = I; 

(5) fixed at one end and uniformly loaded, P = Pt = ^\ 

(6) fixed at one end and loaded at the other, P = Pj = b",- 

The equation thus involves five variables and is of the form fV)» case 
(3). We introduce an auxiliary quantity, Q, and separate the equation 
into two equations; thus, 

^. — = and Q = AP, 

L* 3.333.000 / 
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The first of these equations has already been charted in Art, 36, if we 
write Q for A ; indeed Q is the deflection of a beam fixed at both ends and 
loaded in center, i.e., for P = i. We shall here use the same method of 
charting and the same scales employed in Art. 36. The scales are 

X = »i,Q, y = nHL\ z = mV^, t = m (3.333.ooo) /, ; 
and the following table exhibits the choice of moduli; ! 



Sade Limits 
Q 

L 10 to 35 
W up to 200,000 


Modulus 
mi = 8 

»wi= 0.000,224 
ffij =0.000,04 


Equation Lengt 
x=SQ 

y=o.ooo,22^L* 10" 
z=o.ooo,04iy 8" 


/ up to 2000 


m^ = ^H^ = o.ooo.ooo.oot 12 


i=o.oo3,735/ 7.5" 



The scales are arranged in 
the form of a rectangle (Fig, 
430); the i- and /-scales start 
from one vertex, B, and the W- 
and Q-scales start from the op- 
posite vertex, .i4, but the ^-scale 
is not graduated. The two in- 
dex lines, one joining W and / 
and the other joining L and Q 
must intersect on the transver- 
sal -45. 

We now chart the equation 
Q = AP by the method described 




X = rrtiQ, 



= mjA, 



Fig. 430. 
I Art. 32. The scales are 



miP + m» 

where the x- and r-axes must be parallel and extend in opposite directions, 
the 5-axis is the transversal through the origins of these axes, and k is th^ 
distance between the origins. These conditions are met in Fig. 43a 
(where the x-axis is already constructed) if we make the r-axis coincide 
with the y-axis, and the 5-axis with the transversal from A to S. We 
have drawn AB 13" long, and we choose mg = 8, hence the equations 
of our scales are (Fig. 430) 

x = SQ, r = 8A. s=i3^^^. 

The A- and L-scales are carried on opposite sides of their common 
axis. The six points Pi, Pt, . . . , Pt of the P scale are easily con- 
structed by means of the table 

p. 1 I 1 i A A 

s: 8.67" 6.5" 3.7" 2.6" 0.52" 0.3" 
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To find the value of A when /, W, L, and P are known, proceed as fol- 
lows: join the point of intersection of (/, W) and the transversal AB with 

H H M M M f H M M n 



moinEfiT OF /nreftrtA \fx) in inch units. 



.^:. 



£" SQOCKtOOO 



^f 



C,' 



X 



TOTAL LOAD IW) IN THOUSANDS Of LBS. 



COMBINATION CHART - DEFLECT/OJV OF BEAMS. 

Fig. 436. 

L cutting the Q-axis in a point, Q; the line {Q, P) will cut out the re- 
quired value of A. 

Fig. 43& gives the completed chart, and the ind^c lines show that 
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when / =1000 inch units, W = 100,000 lbs., L = 25 ft., and P = Pj, i.e., 
thebeajnissupportedatbothendsanduniformlyloaded, then A = i.i7in. 
44. General considerations. — All the equations charted thus far 
can be brought under the general forms 

/iC«) +Mv) +Mw)+ • ■ ■ =Mt) and /,(«) -fM-Mw) ■ ■ ■ =ut). 

Most of the formulas of engineering can be written in one of these forms. 
We have used various methods of charting these equations, employing 
logarithmic and natural scales. In the case of three variables, the under- 
lying principle has been that one index line will cut the scales in three 
values satisfying the equation. In the case of four variables, the under- 
lying principle has been that two index lines intersecting on an auxiliary 
axis will cut the scales in four values satisfying the equation ; this method 
has been extended to equations involving more than four variables. 

In the remainder of this chapter, we shall chart various forms of the 
above equations by methods requiring the use of parallel or perpendicu- 
lar index lines. In Chapter V, we shall consider some equations which 
cannot be brought under either of the above forms, but which may be 
charted by methods requiring the use of parallel or perpendicular index 
lines or by methods involving the construction of curved axes. We shall 
end Chapter V with a brief discussion of various combined methods. 



(VI) EQUATION OF FORM /i{u) :/»(».)=/,(«;) :/,(«). 
PARALLEL OR PERPENDICULAR INDEX LINES. 
45. Chart of equation (VI). — Consider two pairs of intersecting 
axes AX, A Y and BZ, BT so constructed that BZ is either parallel to or 




coinddes with AX and BT is either parallel to or coincides with AY, 
(Figs. 450, b). Draw two parallel index lines, one meeting AX and A Y, 
and the other meetii^ BZ and BT in u, 0, w, and g respectively, so that 
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Au = X, Av = y, Biv = z, and Bq = (. Then, in the similar triangles 
uAv and wBt, we have x : y = z : t. Hence if AX, A Y, BZ, BT carry 
the scales 

X = mifi(u), y = m»ft{v). z = nttftiw), I = mtftis), 

respectively, where Wi : ffii = m» : «!«, then 

X -.y = z:l becomes /,(«) : Mv) = /,(ai) iMq), 

which is equation (VI), and a pair of parallel index lines, (h, u) and (ic, g) 
will cut out values of «, v, u',.and q satisfying this equation. A pair of 
celluloid triangles will aid in reading the chart. 

Consider again two pairs of intersecting axes AX, A Y and BZ, BT 
so constructed that BZ is perpendicular to AX and BT is perpendicular 
to AY (Figs. 45c, d). Draw two perpendicular index lines, one meeting 




/ 



/ 






\ 



Fig. 451:. 



Fig. 45rf. 



AX and AY and the other meeting BZ and BT in u, v, w, and g re- 
spectively, so that Au = X, Av = y, Bw = s, and Bq = I. Then again 
X ly = z -.t, and if our axes carry the scales described above, a pair of 
perpendicular index lines, (w, v) and (w, g), will cut out values of u, v, vi, 
and q satisfying equation (VI), A sheet of celluloid with two perpen- 
dicular lines scratched on its under side will aid in reading the chart. 

If the equation involves only three variables, i.e., /i(«) =/i(ii) ■/a(w)i 
the equation can be written /i(«) : /s(i') = fi{w) : 1 ; here the j-scale is. 
replaced by a fixed point through which the second index line must always 
pjiss. 

It is evident that there are other positions for the axes than those 
illustrated in Figs. 450, b, c, d that will satisfy the conditions imposed by 
the problem. 
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46. Weight of gas flowing through an orifice. u> = — r-rr. — Here, 
tc is the weight of gas in pounds flowing per second, d is the diameter of 
the orifice in inches, v is the velocity of the gas in ft. per sec., and V is the 
specific volume in cu. ft. of the gas in the orifice. 




DISCHARGE OF GAS THROUGH AN ORIFICE. 

Av _ Td* V 
' MA V ~ S7€ V 
Fig. 46. 



W--r 



If we write the equation w.d' = v : 183.5 *'. we have an equation of 
the form (VI), We shall build up a chart similar to that represented by 
Fig. 45J. The scales are 

X = ntiw, y = m^, z = nttv, I = 11)4(183.5 TO. 
and the following table exhibits the choice of moduli: 
Scale Limits Modulus 

Ki o to 0.4 mi = 10 
d 0.2 to 2 ffis = I 
r o to 3000 Mij = 0.00135 



to 200 



mt = - 



ffii 



Equation 


Length 


z = 0.00135 V 


4" 
4" 
4" 


t = 0.02475 V 


5" 



The (iv, d) and {v, V) index lines must be parallel. The chart is given in 
Fig. 46 and the index lines drawn show that when v = 1500 ft. per sec,, 
V = 80 cu. ft., and d = 1.6 in., then w = 0.26 xwunds per second. 
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47. Armature or field windmg from tests. ' = *llii*l — 

Hi 334-5 + ** 
Here Ri and Rt are resistances in ohms and d and h are the initial and 
final temperatures Centigrade In an armature or field winding. 







H *KmATiiiie winoino r, 



Fig. 47- 

We have an equation of the form (VI) and we shall build up a chart 
similar to that represented by Fig. 45c. The scales are 

X = ntiR,, y - nhRi, a = ffij (234.5 + '0. ' = "»* (234-5 + it)' 

and the following table exhibits the choice of moduli: 

Scale Limits Modulus Equation Length 

Ri o to 10 »ii = I X = Ri 10" 

Rt o to 10 wis = I y = Rt 10" 

ti o to 100 mg = 0.1 2 = 23.45 + o-^ *! *o" 

it o to 100 ffu = = 0.1 t = 23.45 + 0.1 /t 10" 
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We note that the points h = o and fa = o are 23.45 in. from the point 
of intersection, B, of the z- and ^axes, which are respectively perpen- 
dicular to the X- and ;y-axes. But it is a simple matter to arrange the 
axes so that the ti- and tt-acales are within close range of the Ri- aiid Rr 
scales. The (J?i, Rt) and {ti, d) index lines must be perpendicular. The 
chart is given in Fig. 47, and the index lines drawn show that when 
'1 = 65°, k = 33°, and Ri = 3.04 ohms, then S, = 2.71 ohms. 

48. Lam6 formula for thick h<dlow cylinders subjected to internal 

presBure. ~r = , " ■ — Here, D is the exterior diameter of the cyiin- 

der in inches, d is the interior diameter of the cylinder in inches, / is the 
fiber stress in pounds per sq. in., and p is the internal pressure in pounds 
per sq. in. The formula is extensively used in the design of thick pump 
and press cylinders. It is also used in ordnance work on big guns, to 
determine what is known as the elastic resistance curve of the steel at 
various sections of the gun from breech to muzzle. 

We have an equation of the form (VI) and we shall build up a chart 
umilar to that represented by Fig. 451/. The scales are 

x = m,d', y = mtD\ e = m»if- p), t = m^if+p), 
and the following table exhibits the choice of moduli : 



Scale 


Limits 


Modulus 




Equation Length 


d 


2 to 16 


nti = 0.03 




X = 0.03 d* 7.5" 


D 


2 to 20 


tnt = 0.02 




y = 0.02 IP 8" 


f-P 


to 10,000 


m» = 0.00075 




z = 0.00075 (/-/•) 7-5" 


f + P 


to 20,000 


VU = — — = 


0005 


( = 0.0005 (/ + P) 10" 



The (d, D) and if — P,f + P) index lines must be perpendicular. The 
chart is given in Fig. 48, and the Index lines drawn show that when / = 
9000 pounds per sq. in,, p = 1000 pounds per sq. in., and d = g in., then 
D = lO.i in. 



(Vn) EQUATION OF FORM /,{u) -Mv) =Mu)) -ftiq) 

OR /,(«) : Mv) = /,(«.) : /4(g). PARALLEL OR 

PERPENDICULAR INDEX LINES 

49. Chart for equation (VII). — The second form of equation (VII) 

can be immediately transformed into the first form by taking logarithms 

of both members of the equation. This second form of equation (VII) 

is the same as equation (VT), but we shall here use logarithmic scales in 

charting it. 
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Consider a pair of parallel axes AX and B Y, ki inches apart, and an- 
other pair of parallel axes CZ and DT, kt inches apart, parallel to the first 
pair; AB and CD are also parallel. (Fig. 49a.) Draw two parallel 
index lines, one intersecting AX and B Y and the other intersecting CZ 




I 
1/ 



Fig. 49a. 



"cr-'—"* T B 

Fig. 49*- 



and DT in u, v, vi, and g respectively, so that Au = x, Bv = y, Cw = z, 
Dg_ = t. Draw vE and qF parallel to AB and CD respectively. Then in 
the similar triangles vEu and qFw, we have x ~ y : ki = z — t : kt. - 
Hence if AX, BY, CZ, DT carry the scales 

* = niifiiu), y = ntiftiv), 

2 = fthfti-")), t = miftia)' 

where mi : ki = ith : ks, then 

x-y:ki = z-t:kt if^ 

becomes 

Mu)-fM=Mw)-UQ). 

and a pair of parallel index lines, (u, v) and 
(w, q), will cut out values of u, v, w, and q 
satisfying this equation. 

If CZ and DT are drawn perpendicular 
instead of parallel to Ax and By, and CD 
is perpendicular to AB (Fig. 496), then a 
pair of perpendicular index lines, (w, v) and 
(w, 2), will cut out values of «, v, w, and q satisfying the equation. 

To represent the equation /iC«) — fi(v) = ft{w) +fiiq), the w- and g- 
scales must be laid off in opposite directions. If the axes are arranged 
in the form of a square, or if the second pair of axes coincide with the first 
pair (Fig. 49c) then ki = kt; hence, nti = mt and all four scales have the 



IJ 



---''* 



'ill 



Fio. 49e. 
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same modulus. Because of the restriction on the choice of moduH, this type 
of chart is not a very useful one. We shall only give a single illustration. 




FRtCTfON LOSS fNPfPES 
LOST HEAD = 



Fig. 50. 



SO. Fiictioii loss in flow of water. U = ^—7- . — Here / is the length 
of pipe in ft., V is the velocity in ft. per sec., d is the internal diameter of 
pipe in ft., H is the lost head in ft. due to friction,/ is the friction factor, 
and g = 32.2. 
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If we replace g by 32.2,/ by 0.02 (for clean cast-iron pipes) and express 
d in inches, our formula becomes 

„ 0.02 fo« (12) 268.33 S «* 

-" ~ 7 Tj" 1 or ; = "3 ' 

2 (32.2) d Id 

or (log H4- log 268.33) — log/ = alogf — logd 

an equation of the form (VII). We shall arrai^e the axes as in Fig. 49c. 

The scales are 

* = Mti (log //■ + log 268.33), y = mi\ogl, 8 = «i(2logD), t = milogd. 

The following table exhibits the limits of the variables and the equations 
of the scales! 

Length 



•cale 


Limits 


Modulus 


Equation 


H 


0.5 to 20 


mi = 5 


x = 5logH 


I 


20 to 1000 


mi = 5 


y = 5 log / 


V 


2 to 10 


mi = 5 


z = 10 log V 


d 


I to 24 


mi = 5 


( = 5 log d 



We lay off the /- and (^-scales on opposite sides of a common axis and 
the v-scale on a parallel axis; these scales may start anywhere along these 
axes. We disregard the expression wti log 268.33 "i laying off the /T-scale, 
and determine a starting point for this scale by making a single compu- 
tation; thus, when d = i, I = 250, and = 5, then H = 7.8, and the 
index line through / = 250 drawn parallel to the index line joining d = 3 
and P = 5 will cut the axis in a point which must be marked with the 
value H = 7.8. Thus the [H, I) index line is always parallel to the 
(p, (0 index line. 

} The chart is given in Fig. 50, and the index lines drawn show that 
when d = 3 in., I = 250 ft., and v = 5 ft. per sec., then H = 7.8- ft. 



Construct charts for the followiog formulas. The numbers in parenthesis Busiest 
limiting values for the variables. Hiese limits may be extended if necessary. Addi- 
tional exercises will be found at the end of Chapter V. 

1. B.HJ*. " -——. — Brake horse-power of an engine with m cylinders (2 to 12) 
of diameter d in. (ij to 5), according to the ratit^ of the Asaodation of Automobile 
Manufacturers. 

2. 'V = T *'''«- — Shearing strength, r,, in pounds of a rivet d inches in diameter 
(i to J) with an allowable stress in shear of/, pounds per sq. in. (up to 15,000). 

3. M =i>.o98/D'. — Bending moment, M, in inch-pounds on pins D inches in 
diameter (i to 8) with an extreme liber stress of /pounds per sq. in. {10,000 to 30,000). 
[It b better to build two charts, one tor D varying from I to 3 and another for D vary- 
ing from 3 to 8.] 
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4. t n ^, ^Thickness, t, in inches ci a pipeofjinchesinternal diameter (o to 60) 
to withstand a pressure of p pounds per sq. in. (o to 100) with a fiber stress of/ pounds 
persq. in. {o to 15,000). 

5. p = -p. — Approximate formula for flange rivets in a plate girder; ft is the 
effective depth of the girder (20 to no), V is the vertical shear in pounds (50,000 to 
275,000), R is the rivet value in pounds (1000 to 30,000), p is the pitch of the rivets in 
inches (i to 9). 

6. '■'Tip- — Intenwty of stress,/, in pounds per sq, in. (750 to 1300) in the outer 
fiber of a rectai^ular beam, h inches in depth (3 to 20) and b inches in breadth (2 to 16) 
due to a bending moment of M inch-pounds. 

7. ff = 1 ' . — Field intensity, H, in lines per sq. cm. at a point on a line 
through the center and normal to the i^ne of a circular turn of wire of negligible section 
conducting a current of / abamperes (o to 1000), the radius of the circular turn bei:^ 
r cm. (4 to 13) and the distance of the point from the wire being d cm. (4 Va to 13 Va). 

8. C = —. — Centrifugal force; w is the weight in pounds (i to 150), t> is the 
velocity in ft. per sec. (i to 50), r is the radius of the path in ft. (o.i to 10), g — 32.3, 
C te the centrifugal force in pounds. 

g. P — wb ( _ . T 1 . — Resistance to earth compression ; tu is the weight of the 
earth in pounds per cu. ft. (o to 130), k is the depth in ft. (o to 15), ^ is the angle of 
repose of the earth (15° to 60°), P is the ultimate load on the earth in pounds per sq. ft. 
(o to 3S.OOO). 

10. Apply the methods of this chapter to charting some of the formulas of the 
combination chart, Art. 35. 

11. Apply the methods of this chapter to charting the formulas in Exerdses 7, 8, 
and 9, at the end of Chapter III. 
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CHAPTER V. 
NOMOGRAPHIC OR ALIGNMENT CHARTS {Continuedi. 

._f>M, -DAD. 



(Vm) EQUATION OF FORM /,(u) +/»(») = 



M9) 



ALLEL OR PERPENDICULAR INDEX LINES. 

51. Chart for equation (Vm). — Consider two parallel axes, AX and 
BY, drawn in opposite directions, and two intersecting axes, AZ and i4r, 
where AZ coincides with AX and A T coincides with the transversal AB- 
(Fig, 51a.) Draw two parallel index lines, one intersecting AX and BY 
and the other intersecting AZ and AT in u, v, w, and g respectively,, so 





Fig. 51a, Fig. 51S. 

that Au = X, Bv = y, Aw = s, Aq = t. Draw BC parallel to these 
index lines, and let AB = k inches. Then in the amilar triangles ACB 
and Awq, we have 

AC : AB = Aw : Aq or x + y :k = z :t. 
Now if AX, B Y. AZ, and A T carry the scales' 

* = »Ii/i(m), y = tnj,(v), z = ntifiiw), t = mjiiq), 
where wti ; ft = mj : iw*. then 

x + y:k = z:t becomes Mu) + Mv) = Mw) : Mq), 
97 
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and any p^r of parallel index lines, («, v) and (w, q), will cut the axes in 
values of u, v, w, g satisfying this equation. This type of chart is illus- 
trated in Art. 5a. 

In Fig. 516, AX and BT are drawn in the same direction, and hence 
AC ' X - y, so that this arrangement serves to represent equation (Vm) 
when /i(«) and /j(p) are opposite in sign, or an equation of the form 
/.(«)-/.(») -/.(«'):/4(2). 

In the construction of the chart for equation (Vm), we note the fol- 
lowing: (i) The U-, W-, and a-scales are all laid off from the same origin, 
although we could have constructed AZ parallel to AX and AT parallel 




Fig. sic. 



Fig. $id. 



to AB without affecting the relations of the scales. (2) The «- and v- 
scales are constructed in opposite directions or in the same direction ac- 
cording as /i(m) and fi{v) have like or unlike signs. (3) The «- and v- 
scales have the same modulus, mi, and the moduli and the length of 
the transversal, k, are connected by the relation k = miftu/ntt. (4) The 
(m, v) and (10, q) index lines are always parallel. 

If the equation (Vm) has the form/,(M) + Mv) =/i(m) -.Mq), con- 
taining only three variables, it can be charted in a similar manner. Here 
the w-scale coincides with the K-scale, so that the (w, q) index line coin- 
cides with the {u, v) index line; hence a single index line cuts the scales 
in values of u, v, and g satisfying the equation. This type is illustrated 
in Art. 53. 

Consider again two parallel axes, AX smd BY drawn in the same 
directions, and two intersecting axes DZ and DT, where DZ is perpen- 
dicular to AX and DT is perpendicular to the transversal AB (Fig. 51c). 
Draw two perpendicular index lines, one intersecting AX and BY and 
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. the other intersecting DZ and DT in «, u, w, and q respectively, so that 
Au = x,Bv = y, Dw = z,Dq = t. Draw BC parallel to the first of these 
index lines. Then the triangles ACB and Dwq are similar (since their 
sides are mutually perpendicular). Hence 

AC : AB = Dw: Dq, or x — y: k = z : t. 

Now if AX, BY, DZ. and DT carry the scales 

X = mi/i{w), y = miftiv), z = ffii/»{if), / = fft^ACj), 

where wii : Jfe = flii : «», then 

a: — y : fe = 2 : f becomes /i(«) — fa(v) = /»(w) : /((g) 

and any pair of perpendicular index lines, («, v) and (w, g), will cut the 
axes in values of u, v, w, g satisfying this equation. This type is illus- 
trated in Art. 54. 

In Fig. Sid, AX and SK are drawn in opposite directions, and hence 
AC = X + y, so. that this arrai^iement serves to represent equation 
(VIII)/.(«) +St{v) -/jH :/*(3)- 

W 

52. Moment of inertia of cylinder. /- — (3r* + fc'). — Here, 

W is the total weight of a right circular cylinder in pounds, r is the radius 
in inches, h is the height in inches, and / is the moment of inertia in 
pounds- (inch)! units of the cylinder about an axis through its center of 
gravity and perpendicular to the axis of the cylinder. 

Writing the equation as 3 r* + ft* = 12 / : W*', we have an equation 
of form (Vm), and we shall follow Fig. 51a in the construction of the 
chart. Here 

* = Wi (3 f^). y = mji*, z — ma (12 /), t = m^W. 
Choosii^ k = 15", we have the following table: 



<cak 


Limits 


Modvlus 




Equation Length 


r 
h 
I 


t0 25 
to40 
to 6,000,000 


Ml = 0.008 
Ttti = 0.008 

ntt = 0.000,000,2 




X = 0.024 '^ 15" 
y = 0.008 ft* 13" 
z = 0.000,0024 / 14" 


W 


to 25,000 


mt - — - 0.000 


.375 


t = 0.000,375 w 9" 



The (r, h) and (7, W) index lines must always be parallel. Fig. 52 
e^ves the completed chart, and the index lines drawn show that when 
r = 10 in., A = 30 in., and W -■ 30,000 pounds, then / ■- 30 X lo* Ibs.- 
(in.)* units. 



;abyGoO»:^Ic 




MOMeNTOF INERTIA OF RI6HT CIRCULAR CYLINDER. 

joo Fig. 52. 
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53. Bazin formula for velocity of flow in open channels, v = c Vrs, 
here c = — . — Here, m is the coefficient of roughness, r is the 



hydraulic radius in ft. (area divided by wetted perimeter), s is the slope 

of the water surface, and v is the velocity of flow in ft. per sec. 

We shall first build a chart for the coefficient, c. The equation can 

b;: written 

/- , 87 Vr /- , m Vt 

0.552 vr + Mt = -i , or Vr ■{ =- -. 

^^ ^ c ' 0.552 0.552 

which is the special form of (Vm) where the m-scale coincides with the 
u-scale, and hence only one index line is required. Hence 



t = ntyVr, y = mil 1, 2 = ntiVr, 



Choosing *-= 15 in., 


, we 


have the following 


table: 




Scale Limits 
r 0.2 to 20 
m 0.06 to 2 
c 10 to 155 




Modulus 
mi = 2.7 
mi = 2.7 

Mi = k = I< 


Equation 
X = 2.7 Vr 
y = 4.89 m 
( = 0.0952 c 


Length 
12" 
10" 
15" 



One index line cuts out values of r, m, and c satisfying the equation. 
F>S' 53 gives the chart for this formula, and the index line drawn shows 
that when r = 4 ft. and m = i.i, then c = 78.5. 

We can consider the equation v = c Vrs as an equation of the form 
(Jl), Art. 28, and we can build up a t<%arithmic chart accordingly. We 
have already constructed such a chart in Art. 39 and Fig. 296 may there- 
fore be used to supplement Fig. 53 for a complete solution of our problem. 
In Fig. 29J, the (r, s) and (c, v) index lines must intersect on the <2-axi3. 
Thus, when r = 4 ft., s = 0.001 , and c = 78.5, we read v = 4.96 ft. per sec. 

54. Resistance of riveted steel plate. R = (p ~ D) tf,. — Here, 
R is the resistance of riveted steel plate to tearing between rivet holes 
in pounds, p is the pitch of the rivet in inches, D is the diameter of the 
rivet hole in inches, t is the thickness of the plate in inches, and /( is the 
fiber stress of steel in tension and equals 55,000 pounds per sq. in. The 
formula is used extensively in boiler design and in structural work. 

The equation can be written p — D = _i5i22?, an equation of the 

form (Vm), and we shall follow Fig. 51c in the construction of the chart. 
We have 

X = mip, y = —mj), , z = m»R/55,ooo, t' = m^. 
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RESISTANCE OF RIVETED STEEL PLATE 




-fh< 



RCSiSTJtN^E TO reAR/HC </>) in thousands of lbs- 



nesisTAncE of hiveted steel plate. 

TEARING BETWEEN RIVET HOLES. 
iP-D) r H-R , ll-SSOOO 
FiG. 54. 
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Choosing jfe = lo in., we have the following table: 
Scale Limits Modulus Equatio 

P up to 6 JWi = 2 X = 2 p 



Length 



up to 2 

up to 200,000 

up to I 



JWl = 2 
ffii = 2 
ffla = 1.65 



- 0.00003 -^ 



(' = 8.25 / 



As in Fig. 51c, the p- and Z>-scales extend in the same direction, and 
the (' axis must be drawn perpendicular to the transversal joining the 
origins of the x- and y-axes. The {p, D) and {R, t) index lines are always 
perpendicular. 

The complete chart is given in Fig. 54, and the index lines drawn show 
that when ^ = 3 in., O = J in., and ( = i in., then R = 58,500 pounds. 



(IX) EQUATION OF FORM yf- + yf-r = 



/4(g)- 
OR MORE CONCURRENT SCALES. 

55. Chart for equation (IX). — Consider three concurrent axes AX, 
A Y, and AZ (Fig. 5511). Let any index line cut these axes in u, v, and w 
respectively, so that Au = x, Av = y, and Aw = z. Through w draw 




/^^t, I 




wD parallel to A Y and let AD = Xi. Let the position of AZ be deter- 
mined by the ratio AD : Dw = mi : ma. Then, in the similar triangles 
uDw and uAv, we have Dw : Av = Du : Au, or 

— x\:y = X — Xi.:x, or 1 = 
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Now if AX carries the scales * = ffti/iC«), «i = ffii/»(w) and ^F carries 
the scale y = mifi{v), thea 

nti m2_m t™^^™ _J_ ,J__ _J_ 

1 — — DcCOmeS , , , -r , , , — ITT r 

X ' y xi /,(«) St{v) Si{w) 

and any index line cuts out values of w, v, vi satisfying this equation. 

In the construction of the chart for equation (IX) we note the fol- 
lowing: (i) The X- and y-axes may make any convenient angle with each 
other and they carry the scales x = »»i/i(«) and y = ntzftiv). (2) The 
s-axis divides the angle between the x- and y-axes into two angles whose 
sines are in the ratio mi : mj, i.e., AD : Dw = mi : ma. (3) The :);-axis 
also carries the scale xi = mift(w), and this scale is projected on the z- 
axis by lines parallel to the y-axis, the points and their projections being 
marked with the same value of w. 

If mi = mj, then AZ bisects the angle XAY = a (Fig. 556). Then 
Aw : AD = sin (180° — a) : sin - , or 



2 sm - cos 



= Aw = - 



~Xi = mi (2cos--)/a(«'). 



In this case the w-scale may be constructed on AZ, and the scales are 
X = mi/,(«), y = mjtiv), z = mi ^2 cos |j /,(w). 

Finally, if we take « = 120°, our scales are simply 

X = ntifiiu), y = miftiv), 8 = m,/3(w). 

The method of charting the second form of equation (IX) is merely an 
extension of the method employed for charting the first form. Consider 
the case of four variables, 



Ma) 

By introducing an auxiliary variable, 
t, we can write 



We chart each of these equations by 

means of three concurrent scales with 

a common (-scale which need not be graduated. (Fig. 55c.) Two index 

lines are necessary, one cutting the «- and f-scales and the other the w- 

and g-scales; The (m, v) and {w, q) index lines must intersect on the /-axis. 




Fig. 55c. 
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Equations of the form (IX) are not very conunon in engineering pnic- 
tice. We shall only give one illustration. 

56. Focal lengths of a lens. 5+-b = -' — Here, / is the focal 
J t p 

distance of the object, F is the focal distance of the image, and p is the 

principal focal length of the lens. 

We shall take our x- and y-axes at an angle of rzo", and the z-axis as 

the bisector of this angle. Let m\ = 0.5, then the equations of our scales 

are 

a: = o.5/, y = o.5F, z = o.^p. 

The ownpleted chart is given by Fig. 56. The index line drawn shows 
that when/ = 6 and F = 9, then p = 3.6. 






-?;«i 



O - K 






Fig. 56. 
Another formula which may be charted in the same way is 



where R is the circuit resistance of a circuit containing resistances Ri, flj, 
iis, . . . connected in parallel. 



(X) EQUATION OF THE FORM f,(u) +/,(«) • /»(t 
STRAIGHT AND CnRVED SCALES 



') =/*(«'). 



57. Chart for equation (X). — (We note that the variable w occurs 
in both members of the equation.) Consider two parallel axes AX and 
BY and a curved axis CZ (Fig. 57). Draw any index line cutting these 
ixes in «, v, and w respectively. Draw wD parallel to AX, cutting AB 
in D, and draw wE and vF parallel to AB. The triangles uEw and wFV 
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are similar, hence Eu : Fw = Ew : Fv ■■ 
Bv = y, AD = zi, Dw = z and AB = 

X — s:s — y = Bi:k — Zi 

'^ * + *^. 

and if 



AD : DB. Therefore, if ^» - 
= fe, we have 

or (ife — 2i) « + ziy = kz, 

k 



-k-zr 



= WJl/iCw), 



this relation becomes /i(») +/»(") ' /"N = /*(«')■ Solving for 2, and 2 
we get .. « 

miftiw) + tth 

Hence to chart equation (X) pro- 
ceed as follows: Construct the scales 
a: = »ii/i(«). 3' = «i/i(f) on t^o Par- 
allel axes AX and SK extending 
in the same direction. If AB = k 
inches, construct the points of the 
curved scale CZ by assigning 
to w, and laying off along 

M^)< and par- 



points ui ine I 

iigning vEilues 

3ng AB, ci = i --- 



allel to AX, B-=Pi« 







Fio. 57. 

— f/ > I ftM, and marking the point thus 

found with the corresponding value of w. Then any index line will cut 
the three scales in values of u, v, and w satisfying equation (X). 

To chart the equation /i(m) — ft{v) -fsiw) = ft(w), we construct the 
scales X = ntifiiu) and y = —mifi{v) in opposite directions. 

58. Stoim water run-off formula, q + Nqi = P. — This equation 
arises in the storm water run-off formula given by C. B, Buei^er, in the 
Trans. Am. Soc. C. E,, Vol. LXXVIII, p. 1 139, where N and P are quan- 
tities which depend upon the sewer run, the area, and the rainfall, and q 
is the run-off in cu. ft. per sec. per acre. 

If we write the equation P — Nq' = q, we have an equation of the 
form (X), with the scales 



X = BliP, 



■■ -TthN, 



Let P, N, and q vary from o to 10, and take mi = 



mi2» -I- nil 
»«j = I and k = 14". 
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Then our scales are . 






5* + I 



~~Y'v The axes AX and BY are drawn in opposite 
directions, and the length of AB is 14 in. 
(Fig. 580). We assign values to q, and on 
AB we lay off AD = zi, and parallel to AX 
we lay off DD' = s and mark the point D' 
with the value assigned to q. We join the 
points D' by a smooth curve, thus giving a 
curved scale for the variable q. Any index 

line will then cut out values of P, N, and q satisfying the equation. 
The completed chart is given by Fig, 586, and the index line drawn 

shows that when P = 6 and JV = 5, then g = i cu. ft. per sec. per acre. 



Fig. 580, 



eXP/tESSION IN 

BUEBGER RUN-OFF FORMULA. 

P-tf^Nqh. 



y^Cooq^LQ 



AST. so FRANCIS FORMULA FOR A CONTRACTED WEIR 




■3S t- 



FRANCIS FORMULA. 
CONTRACTED WEIR, 
ei -3.33 (B-0.2H> Hi 



jabyGoQt^Ie 



no NOMOGRAPHIC OR ALIGNMENT CHARTS Chap. V 

59. Frauds fonnu!a for a contracted weir. Q = 3.33 (B ~ 0.2 H) H^. 

— Here, Q is the quantity of water flowing over weir in cu. ft. per sec., B 
is the width of the weir in ft., and H is the head over the crest of the 
weir in ft. 

If we write the equation Q — z-iZH^B = — 0.666 H^ we have an 
equation of the form (X), with thescalesx — miQ,y = — »wi (3.335), Si = 

_ mikHi ^ ^ mm, f^^jfiy Let 3 vary from o to 5, J? 

from o to 8, and Q from o to 33. If we choose f»i = 0,3, mt = 0.6, and 

k = 12, our scales are x= o.iQ,y = —2 B, Zi = — -, ,z=~ ^ 

Hi + 2 Hi + 2 

The axes AX and B Y are drawn in opposite directions, and the length 
of AB is 12 in. We assign values to H, and on AB we lay oSAD = 8i, 
and parallel to 5 K we lay off DD' ~ z, and mark the point thus found 
with the corresponding value of H. We join the points by a smooth 
curve, thus giving a curved scale for the variable H. Any index line 
will then cut the scales in values of B, H, and Q satisfying the equation. 

The completed chart is given in Fig. 59, and the index line drawn shows 
that when B = 3 ft., and H = 1,2 ft., then Q = 12.1 cu. ft. per sec. 

60. The 8(dution of cubic and quadratic equations. — 

it" + ptr + q = o, t»* + pw + q = o, w" + nir* + pu> + q = o. 

Let us consider first the cubic equation v^ + pw + q = o. Writing 
the equation as2 + ^= — w*, we have an equation of the form (X). 
The scales are 

X = miq, y = nttP, Z\ = 1 w, z= j ■w'. 

' miiv + mt mm + mt 

If we allow p and q to vary from —10 to +10, and choose nti = fuj = i 
and k = 10", our scales are 

low 11^ 
X = q, y = P, Zi = — ; — , z = ; — 

In Fig, 60a, the p- and g-scales are constructed on XX' and YY' 
starting at A and B respectively. Assigning positive values to w, m., 
Ill = o, o.i, 0,2, , . . , 10, we compute Zi and z and lay off AD = z\ and 
DD' = 2, and mark the points, D', thus found with the corresponding 
values of w. We draw a smooth curve through these points, getting the 
curved axis AZ. Then any index line will cut the three scales in values of 
q, w, and p satisfying the equation, or an index line joining p and q will 
cut the curve in w, a root of the cubic equation. 

We note that the line through A (q = o) and D' (w = m) will cut 
YY' in E(p = — «^*) since these values of g, w, and p satisfy the equation 
w^ + pw + q — o. This observation allows us to construct the points of 
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the curved scale as follows: On AB, we layoff the scale Si = iow/(a'+i), 

mark the points with the corresponding value of w, and draw the verticals 

through these points. Let the point D be marked Wa and let DD' be the 

vertical through this point. Then the line joining A {q = 6) with 

Eip = — W) will cut DD' in a point of 

the curve which must be marked with the 

value Wa. Thus the points of the scale 

are rapidly constructed. Interpolation on 

the w-scale may be made either along 

the curve or, by projection, along AB. 

The complete curve for the cubic is drawn 

in Fig. 606 (curve marked "C"). By 

means of it we can find the positive roots 

of the equation. 

Example i. Solve the equation ai* 
+ 2 If — 6 = o. The index line joining 
p =2 and q = —6 cuts the curve in w = 
1.46 (Fig. 606). 

The negative roots of the equation 
can be gotten by letting w = — m/ and '^"" °^' 

Ending the positive roots of the resulting equation. If p and g lie 
beyond the limits —10 and +10, let w = aw'; the equation becomes 




«/» + ^a'' + ^ 



, or w'* + p'w' + g* = O; choose a so that p' and g' 



) w — 9000 = o. If we 
Now let a = 10, and 



lie within the limits — 10 and + 10. 

Example 2. Solve the equation it* - 

1 ^ J . '3 210 , 9000 
let w = avf, we get w^ r-w r- = 

we have if'* — 2.1 a/ — 9 = o. The index line joining p = —2.1 and 
g = —9 cuts the curve in w' = 2.42; hence w = 24.2 (Fig. 6oi). 

We may similarly build an alignment chart for the quadratic equa- 
tion •af + pw + q = o. The method of construction of the curved axis 
for this equation differs from the construction of the curved axis for the 
cubic only in that it? replaces w*, so that DD' = s = —u?/{w + i). 
Again we note that the points A (q = o), D' (w = a^i), and E ip — — Wb) 
must lie on a straight line, since these values of g, w, and p satisfy the 
equation uf^ + pw + q = o. We may use this fact in constructing the 
points of the curve. The complete curve is drawn in Fig. 60b (curve 
marked "Q"); by means of it we can find the positive roots of the 
equation. 

Example 3. Solve the equation it? — 5.15 w + 2.42 = o. The index 
line joining p = —5.15 and g = 242 cuts the curve in w = 0.52 and 
w = 4.65. 
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AST. 60 THE SOLUTION OF CUBIC AND QUADRATIC EQUATIONS II3 

The complete cubic equation v^ + nv? + pw + g = o may be trans- 
formed into the equation vr-\- p'w' + g' = o by the substitutioa w = 

ixf , or we may proceed to solve it directly by means of an alignment 

have 



chart. In the construction of the curved axis 
AD = 2i=-^, and DD' 



i;;fT)+"("^)' 



low J Tin/ V?-^W^ 

= — I — , and DD' = z= ^ = 

W + l' W+ I 

In Fig. 60c, let the curve -4 Q correspond to the quadratic w^ -\- pw -\- q_=o 
and the curve ACn to the cubic 11^ -\- pw + q = o (where n = o). Then 

^ "- - "^ ■ DD' = DC, + n.DQ. 



DQ=- 



DQ- 




w + i' " w+ i' 

Thus starting at Co, we simply lay off, along DD', n times the fixed dis- 
tance DQ to arrive at the point Cn of the curve corresponding to the com- 
plete cubic equation. We thus rapidly lay 
off from Co in either direction a uniform 
scale with interval equal to DQ, and get 
the points Ci, d, Cs, . . . , C-i. C-j, 
C-t, ■ ■ ■ , corresponding to the curves 
n = I, 2, 3, . . . , -I, -2, -3. . . . ■ 
This is done along the various verticals 
juid for the values of w for which n = 
was plotted, and the curves f or w = — 10 
to M = 10 are drawn. For intermediate 
values of n we interpolate between two 
curves. 

Fig. 606 gives the complete chart for 
the equation v^ + nn? + pw + q = o. 
Thus to solve this equation, we draw the index line joining p and g; 
this cuts the n-curve in the required root. To find negative roots, and 
to find the roots when p and q lie beyond the limits —10 and +10, we 
proceed as in the case of the simple cubic ai* + ^ + 2 = 0. 

Example 4. Solve the equation w* -|- w" — 2.1 w — 3,2 = o. The 
index line joining p = —2.1 and q = —3.2 cuts the curve n = i in 
w = 1.6. 

Example 5. Solve the equation iw' + 96 w^ + 721.879 w — 7,826.051 
= o (this equation occurs in the problem of the equilibrium of arches). 
If we let w = wu/ = ro w', the equation becomes w'^ + 9.6 a/* + 7.22 11/ . 
— 7-83 = oand the index Hne joining p = 7.22 andg = —7.83 cuts the 
curve n = 9,6 in w' = 0,59, Hence w = 5.9. 

We can similarly plot alignment charts for any trinomial equation 
ic" + pw* -1-2 = and for the fourth 'degree equation ai* + nit^ + 
pw + Q = o. 



Fig. 60c. 
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(XI) ADDITIONAL FORMS OF EQUATIONS. COMBINED 
METHODS.* 

6i. Chart for equation of fonn rr-r+ ^tt = *"r~i- — This form 
/i(w) Mv) /i(ir) 

is a generalization of equation (IX). Consider two intersecting axes AX 

and AY and a curved axis CZ (Fig. 6i). Let any transversal cut the 

axes in u, v, and if respectively, and draw wD parallel to A K, so that 

Au = X, Bv — y, AD = x', and Dw = s. Then in the similar triangles, 

uDw and uAv, we'have Dw : Av = Du : Au, or 




s:y = x — x'-.x, 
Nowif 


^^f = 


« - "i/iM, 


y = mMv), 


«■ - mMw), 


I-S/.W, 



Fig. 61. 



or 8 = «»j/s(w) • /^(w), this equa- 
tion becomes 

I I Mw) _ I 

/l(«)'^/i(.') /.(W')' 



Thus, the w-scale is a smooth curve through the points determined by 
** = ftrfsiw) and s = ttitftiw) • /*(w) eind marked with the corresponding 
values of w. Any index line will cut the scales in values of u, v, w satisfy- 
ing the equation, ' ^ -''-' ''■'"■ ■ ' ^ 

63. Chart for equation of form /i(u) +Mv) -Jtiui) =/iiq).—'We 
introduce an auxiliary variable / and write 

(I) /.(f) • /.(«') = t and (2) Uu) + t = /4(2). 
Equation (i) has the form (III) and may be plotted by the method of 
Art. 33, but the ^scale need not be graduated. Equation (2) has the 
form (I) and may be plotted by the method of Art. 23. The position of 
the scales is illustrated in Fig. 62. The (r, w) and («, g) index lines must 
intersect on the f-axis. 

63. Chart for equation of forni/i(u) •/4(q) +/s(w) •/>(«>) = i. — In- 
troducing an auxiliary variable (, we write 

(I) /.(«) • /.(?) = t and (2) ( + f,{v) . Mw) = I. 

Equation (i) has the form (III) and can be plotted by the method of 
Art. 32. Equation (2) is a special case of the form (X), where /i(u') = I, 
and can be plotted by the method of Art. 57. The i-scale is not gradu- 

• These forma, involving three or four variables, occur rarely in eI^^eeriI^[ practice, 
and are therefore treated very briefly. 
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ated. The position of the scales is illustrated in Fig. 63. The (u, q) and 
(u, w) index lines must intersect on the i-axis. 



■~?f 





64. Chart for enuation of form ^'^ + TT^ = TTT- — Introducing 

/i(") /t(f) /i(w) 



an auxiliary variable /, we write 



(I) 



/.{«) 



■■t and (2) ~ + j 



Equation (i) has the form (HI) and may be plotted by the method of 
Art. 32. Equation (2) is of the form (IX) and may be plotted by the 
method of Art. 55. The ^scale is not graduated. Fig. 64 illustrates the 
position of the scales. The («, 2) and (0, w) index lines must intersect 
on the /-axis. 





Fig. 64. Fig. 65. 

65. Chart for equation of fonn ^f) + JfT = i- — Introducing a 
auxiliary variable /, we write 
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Equation (i) has the form (III) and can be plotted by the method ol 
Art. 32. Equation (2) is a special case of the form charted in Art. 61. 
The common f-scale need not be graduated. The position of the scales 
is illustrated in Fig. 65. The (m, g) and (j>, v>) index lines must intersect 
on the /-axis. 

66. Chart for equation of form /.(«) -Mq) +/,(r) -Uw) =Mw). 
— We introduce a new variable (, and write 

(l)/iC»)/.(2)=/ and (2) t+Mv)Mw)=Mw). 
Equation (i) has the form (III) and may be charted by the method of 
Art. 32. Equation (2) has the form (X) and may be charted by the 
method of Art, 57. The ^axis need not be graduated. The position 
of the scales is illustrated in Fig. 63. The (w, q) and (0, w) index lines 
must intersect on the /-axis. 





Fig. 66. 



Fig. 67. 



An interesting application of this type is given by D'Ocagne,* He 
considers Bazin 's formulaf for the velocity of flow of water in open chan- 
nels, 

V = c y/rs, where c = 

, m 

o-^^' + v? 

We can combine these equations into one equation, 

t, = 87"^ or ^7"^ _m^ 0552 
0.55^ + ;^' " ' ^ 

Here ^l^ = t and t-^=2:^. 

* Trait* de Nomoi^aphie, p. 233. 

t We have charted this formula by means of two chart! in Art. 51. 
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Fig. 66 illustrates the positions of the scales. By placing the m- and s- 
scales on the same axis, we get a very compact chart. The {v, s) and 
(m, f) index lines must intersect on the f-axis. 

67. Chart lor equation of form Mu) -Mq) +Mv) -Mui) =Mq) + 
/«(mi). — We introduce an auxiliary variable i, and write 

(l) fiW ■ Mq) - t = Mq) aiKl (2)/,(f)/4(w)+/=/,M. 

Both equations have the form (X) and can be plotted by the method of 
Art. 57 with a common f-axis, which need not be graduated. Fig. 67 
illustrates the positions of the scales. The (u, q) and {v, w) index lines 
must intersect on the f-axis. 



Constnict charta for the following formulas. The numbers in parenthe»s suf^est 
lintitii^ values for the variables. These limits may be extended if necessary. Addi- 
tional exercises will be found at the end of this chapter. 

1. V = — (J D" + <P). — Volume of a cask or buoy; d is the diameter of the 

base in ft. (o to 10), D is the diameter of the middle section in ft. (o to 10), H is the 
height in tt. (o to 10), V ia the volume in cu. ft. (o to 800). 

2. Q = 3-33 * [(.ff + *)' — *']■ — Francis' formula for the discharge, Q, In cu. 
ft. per sec, over a rectangular, suppressed weir b it. in width (2 to 15) due lo a head of 
H ft, over the crest (0.5 to 1.5), considering the velodty head k ft. (o to o.i) due to the 
velocity of approach. 

3. i^p. gr. = _ . , — Here, w is the weight in pounds of the solid in air (o to 
100), to' is the weight in pounds of the solid in water (o to 95), sp. gr. is the specific 
gravity Co to 20). 

4. / — ' «. — Gordon formula for columns with ends rounded and nwd- 

90001* 

mum allowable compression stress of 20,000 pounds per sq. in.; L is the length of the 
column in ft. (10 to 50), r is the radius of gyration in inches (i to 12), / is the allowable 
stress in pounds per sq. in. {1000 to 20,000). 

5. TJ = TI + IS" + TJ"' ~' Equivalent resistance, R, of a parallel circuit the respec- 
tive branches of which have resistances Ri, Ri, and Ri ohms (i to 10) and containing 

6. » = Vo( — J gP. — Distance, s, in feet {—260 to +260) passed over by a body 
projected vertically upwards with an initial velocity of n, ft. per sec. (— 260 to + 260) 
in ( seconds (o to 17); g "• 32.2. 

7. V — 0.6490 ji ^-. — Volume, V, in cu. ft. of one pound of superheated 

Steam which has a pressure of P pounds per sq. in. (50 to 250) and a temperature of 
T degrees (380 to 650). 
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HISCELLAHEOnS EXERCISES FOR CHAPTERS HI, IV, V. 

Construct charts for the following formulas. The numbers in parenrtiesis suggest 
limiting values for the variables. These limits may be extended if necessary. 

I. P* =■ ^Pt'Pi and P" =- 'i'PiPf. — First intermediate pressure, P', in pounds 
per sq. in., and second intermediate pressure, P", in pounds per sq. in. of a three stage 
air compressor which compresses air from a* pressure of Pi pounds per sq. in. (14.4 to 
15.2) to a pressure of Pi pounds per aq. in. (500 to 3000). 

a, / ~ J Wl*. — Moment of inertia, /, in inch units of a right circular cylinder 
about its axis; W is the total weight in pounds (o to 35,000) and r is the radius in inches 
(oto25). 

3. f = y ^ . — Radius of gyration, K, of a right circular cylinder about 

an axis through its center of gravity and perpendicular to the axis of the cylinder; r 
is the radius in Inches (o to 25}, A is the height in inches (o to 40}. 

4- ^ ■■ ■■ ^ . — Capacitance, C, in microfarads of two parallel cylinders 

36I11 ~ X io> 
per cm. length; each cylinder r cm. in radius (o.i to 0.35), their centers separated by a 
distance of d cm. (2.5 to 144), and immersed in a medium of dielectric constant k{k = i 
in practical cases). 

5. *'- 0,596 p — 0.356. — Volume, V, in cu. ft. of one pound of superheated 
steam which has a pressure of P pounds per sq. in. (50 to 350) and a temperature of T 
degrees (280 to 650). 

6. B.H.P. = 3.33 (A - 0.6 Va) VH. — Boiler horse-power, B.H.P. (o to 500) for 
chimney design for power houses; A is the internal area of chimney in sq. ft. (6 to 16), 
H is the height of the chimney in ft. {50 to 150). 

7. H.P. " ^^ . — Horse-power, H.P., transmitted by a solid circular shaft of 
diameter (i in. (o.i to 6) at n revolutions per mi n. (50 to 2500) with a fiber stress in shear 
of s pounds per sq. in. (o to 50,000). 

8. AT = i be sin A. — Area of a triangle, K, with sides b (o to 10) and c (1 to 10) 
and included angle A (o " to 90°). 

9. d = 0.013 v'D/p. — Piston-rod diameter, d, in Inches (i to 6) of a steam engine; 
D is the piston diameter in inches (13 to 34), I is the length of the stroke in inches (i3 to 
60), p is the majtimu m st eam pressure in pounds per sq. in. (80 to 150). 

10. A = sgj/y — . — Sectional area, .4, in circular mils, of a copper wire for 
which the total annual cost of transmitting energy over a line conducting a constant 
current of / abamperes (o to lOO) will be a minimum; c is the cost of generated energy 
in dollars per kilowatt hour (o.oog to 0.03), c' is the cost of the bare copper wire in dollars 
per pound (0.15 to 0.35), A is the numberof hours per year that the line is in use (4 X 300 
to 34 X 300), p is the annual percentage rate of interest on the capital invested in copper 
(4 to 6). 

II. I = ^ (tfl + b*), — Moment of inertia, /, of a flat rectangular plate about 
an axis perpendicular to its plane and passing through the center; If is the total weight 
in pounds (o to 30,000), a is the length in ft. (5 to 25), 6 is the breadth in ft. (3 to 10). 

12. r, = S -I- VB* + T* or r, - a B = y . — Bending moment, B, in a circular 
shaft for which the twistii^ moment is T, and Ti is the twistii^ moment which would 
give the same effect as B and T acting t<^:ether. 



jabyGoQt^Ie 



MISCELLANEOUS EXBRaSES II9 

13. P = ■ I . . — Allowable internal pressure, p, in pounds per sq, in, on a hollow 
cylinder of inner radius r inches; t is the thickness of the cylinder in inches, s is the 
working strength of the material (30,000 pounds per sq. in. for steel). 

14. 16 = « [i + • (^ - t)].— Resistance, Rt, in ohms (o to 5) of a conductor 
of h" C. which has a resistance of Ri ohma (o to 5) at »i° C. {20 to 30) and is made of 
a material which has a resistance temperature coefficient of a at d" C. (a — 0.00393 
when (1 ■• 30° and may be taken as a constant for copper). 

15- " 3-31 *'^ + 0.007 *. — Fteley and Stearns' formula for the discharge, 
Q, in cu. ft. per sec. over a suppressed weir 6 feet in width {5 to 20) due to a head of H 
feet over the crest (o.i to 1.6). 

16. D - titan A. — Depth, D, in ft. (i to 55,000) to a stratum, where A is the 
dip in degrees (i to 89), and H is the horizontal distance in ft. (100 to 1,000). 

17. T — tfMloA. —Thickness, T, in ft. (i to 1,000), where X is the dip in degrees 
(l to 90), and H is the horizontal distance in ft. (lOO to 1,000). 

18. tan C - tan A ain B. — Projection of dips. C is the dip of the projected 
ai^le in degrees (o.i to 89), A is the dip of the bed in degrees (i to 89), B is the angle 
of projection in degrees (i to 90). 

19. N •• \ IfKC, — Explosbn formula. N is the number of half-pound blocks 
of T.N.T. C20 to 10,000), R is the radius of rupture in ft. (0.5 to 15.0), JC is a constant 
for the material (o.io to 0.50), C ia a constant for tamping (0.1 to 5.0.) 

30. d^ ~ 8 rb~~4lf, — Diameter, d, of the base of a segment of a sphere of radioa 
r and height of segment k. 

21. V=»rff — jlr". — Volume, V, of a segment of a sphere of radius r and 
height of segment h. 

33. T " ^_, - — JVis the number of teeth (i to 100) in a spiral gear, a b the angle 

(0° to 80°) of teeth with axis, T is the number of teeth for which to select cutter (is- 
14, No. 8; 14-17, No, 7; 17-21, No. 6; 21-26, No. 5; 26-35, No. 4; 35-55, No. 3; 55- 
135, No. 2; 135 up. No, 1). 
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CHAPTER VI. 

EMPIRICAL FORMULAS — NOW-PERIODIC CURVES. 

68. Experimental data. — In scientific or technical investigations we 
are often concerned with the observation or measurement of two quanti- 
ties, such as the distance and the time for a freely falling body, the volume 
of carbon dioxide dissolving in water and the temperature of the water, 
the load and the elongation of a certain wire, the voltage and the current 
of a magnetite arc, etc. The results of a series of measurements of the 
same two quantities under similar conditions are usually presented in the 
form of a table. Thus the following table gives the results of observa- 
tions on the pressure p of saturated steam in pounds per sq. in. and the 
volume V in cu. ft. per pound : 

^ = lo 20 30 40 50 60 

v= 37.80 19.72 13.48 10.29 8.34 6.62 
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Fig. 68. 

We represent these results graphically by plotting on coSrdinate paper 
the points whose coordinates are the corresponding values of the measured 
quantities and by drawing a smooth curve through or very near these 
points. Fig. 68 gives a graphical representation of the above table, 
where the values of p are laid off as abscissas and the values of » as ordi- 
nates and a smooth curve is drawn so as to pass through or very near the 
plotted points. 
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The fact that a smooth curve can be drawn so as to pass very near the 
plotted points leads us to suspect that some relation may exist between 
the measured quantities, which may be represented mathematically by 
the equation of the curve. Since the original measurements, the plotting 
of the points, and the drawing of the curve all involve approximations, 
the equation will represent the true relation between the quantities only 
approximately. Such an equation or formula is known as an empirical 
formula, to distinguish it from the equation or formula which expresses 
a physical, chemical, or biological law. A large number of the formulas 
in the engineering sciences are empirical formulas. Such empirical for- 
mulas may then be used for the purpose of interpolation, i.e., for comput- 
ing the value of one of the quantities when the value of the other is given 
within the range of values used in determining the fonnula. 

It is at once evident that any number of curves can be drawn so as to 
pass very near the plotted points, and therefore that any number of 
equations might approidmate the data equally well. The nature of the 
experiment may give us a hint as to the form of the equation which will 
best represent the data. Otherwise the problem is more indeterminate. 
If the points appear to lie on or near a straight line, we may assume an 
equation of the first degree, y = a + bx, in the variables. But if the 
points deviate systematically from a straight line, the choice of an equa- 
tion is more difficult. Often the form of the curve will suggest the type 
of equation, parabolic, exponential, trigonometric, etc., but in all cases, 
we should choose an equation of as simple a form as possible. Before 
proceeding any further with this choice we may test the correctness of 
the form of the equation by "rectifying" the curve, i.e., by writing the 
assumed equation in the form 

(i) f(y) =a + bFix) or (2) y' = a + bx', 

where y' = f(y) and x^ = F(x), and plotting the points with x' and y 
as coordinates; if the points of this plot appear to lie on or very near a 
straight line, then this line can be represented by equation (2) and hence 
the original curve by equation (i). We shall use the method of rectifica- 
tion quite freely in the work which follows. 

Having chosen a simple form for the approximate equation we now 
proceed to determine the approximate values of the constants or co- 
efficients appearing in the equation. The method of approximation 
employed in determining these constants depends upon the desired degree 
of accuracy. We may employ one of three methods: the method of 
selected points, the method of averages, or the method of Least Squares. Of 
these, the first is the simplest and the approximation is close enough 
for a lai^e number of problems arising in technical work; the second re- 
quires a little more computation but usually gives closer approximations ; 
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while the third gives the best approximate values of the constants but the 
work of determining these values is quite laborious. All three methods 
will be illustrated in some of the problems which follow. 

After the constants have been determined the formula should be 
tested by performing several additional experiments where the variables 
lie withm the range of the previous data, and comparing these results' 
with those given by the empirical formula. 

We shall now work two illustrative examples to indicate the general 
method of procedure. 



(I) THE STRAIGHT LINE. 

69. The straight line, y = bx. — The following table gives the results 
of a series of experiments on the determination of the elongation E in 
inches of annealed high carbon steel wire of diameter 0.0693 in. and gage 
length 30 in. due to the load W in pounds. 
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The ^l. — The data are plotted on a sheet of coordinate paper about 
10 inches square and ruled in twentieths of an inch or in millimeters. If 
we wish to express the elongation as a function of the load, we plot the 
load on the horizontal axis or as abscissas, if the load as a function of the 
elongation we plot the latter as abscissas. In Fig. 69 we have plotted 
the values of W as abscissas and the values of S as ordinates. The scales 
with which these values are plotted are generally chosen so that the 
length of the axis represents the total range of the corresponding vari- 
able, and so that the line or curve is about equally inclined to the two 
axes. There is no advantage in choosing the scale units on the two axes 
equal. Care should be taken not to choose the units either too small or 
too large; for in the former case the precision of the data will not be 
utilized, and in the latter case the deviations from a representative line 
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! STRAIGHT LINE, y - hx 



123 



or curve are likely to be magnified. The drawing of a good plot is evi- 
dently a matter of judgment. It is best to mark the plotted points as 
the intersection of two short straight lines, one horizontal and one 
vertical. 
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Fio. 69. 



rfte representative curve and its equation. — We now draw a smooth 
curve passing very near to the points of the plot, so that the deviations 
of the points from the curve are very small, some positive and some 
negative. In Fig. 69, the points seem to fall approximately on a straight 
line. This should be tested by moving a stretched thread or by sliding 
a sheet of celluloid with a fine line scratched on its under side among the 
points and noting that the points do not deviate systematically from this 
thread or line. Having decided that a straight line will approximate 
the plot, we assume that an equation of the first degree, E = a + bW, will 
approximately represent the relation between the measured quantities: 
In this example we may evidently assume that E = bW since a zero load 
gives a zero elongation. 
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The determination of the constant. — We shall now determine the con- 
stant bin the equation E = 6 W. This may be done in several ways. The 
three methods which are generally employed are as follows: 

I. Method of selected points. — Place the sheet of celluloid on the 
coSrdinate paper so that the scratched line passes through the point 
W = o, E = o, and then rotate the sheet until a good average position 
among the plotted points is obtained, i.e., until the largest possible num- 
ber of points lie either on the line or alternately on opposite sides of the 
line, in such a manner that the points below the line deviate from it by 
approximately the same amount as the points above it. Then note the 
values of W and E corresponding to one other point on this line, prefer- 
ably near the farther end of the line. Thus we read W = 250, E = 
0.0650, Substituting these values in the equation E = bW, we have 
0.0650 = 250 b, and hence b = 0.000260, and finally E = 0.000260 W. 
Since the choice of the "best" line is a matter of judgment, its position, 
and hence the value of the constant, will vary with different workers and 
often with the same worker at different times. 

II. Method of averages. — The vertical distances of the plotted points 
from the representative line are called the residuals; these are the differ- 
ences between the observed values of E and the values of E calculated 
from the formula, or £ — £„ where Ec — bW; some of these residuals 
are positive and others are negative. If we assume that the "best" line 
is that which makes the algebraic sum of the residuals equal to zero, we 
have 

S(E-6W0 = o or 2E-6SI7 = o, 

. , 2£ 0.3225 

hence b = ^r??? = -^ — - — 0.000261, 

SPT 1235 

and we may call this an average value of b. By this method it is no 
longer necessary to shift the line among the points so as to get an avers^e 
position. 

III. Method of Least Sqimres. — In the theory of Least Squares * it is 
shown that the best line or the best value of the constant is that which 
makes the sum of the squares of the differences of the observed and cal- 
culated values a minimum, i.e., 

2 (£ - bW)^ = minimum. 
Hence the derivative of this expression with respect to b must equal zero, 
or 

^ 2 (£ - bW)* = 0. or 2 W{E - bW) = o, 

or 2W£-A2T^ = o, and 6 = ^^■ 

* See Bartlett's " The Method of Least Squares," or any other book on this theory. 
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We form two columns, one giving the values of EW and the other the 
values of W, and adding these columns, we find 

b = 67.007/255,725 = 0.000262. 

We may now compare the results obtained by each of the three 
methods. For this purpose we complete the table by computing the 
values of E from the formulas 

I. £ = 0.000260 W; II. E = 0.000261 W; III. E = 0.000262 W. 

These are marked E/, E", Ej"', in the table. To discover how closely 

the computed values agree with the observed values we form the residuals 

A' ='E - E,\ A" = E - £.", A" = £ - £=". 

Disregarding the signs of these residuals, we add them and divide by 
their number, 8, and find the average residual to be 0.00048, 0.OOO45, 
0.00043, respectively. We also find the sum of the squares of the resid- 
uals to be 356, 270, 254, respectively. We may therefore draw the fol- 
lowing conclusions: all three methods give good results; the method of 
Least Squares gives the best value of the constant but requires the most 
calculation; the method of averages gives, in general, the next best value 
of the constant and requires but little calculation ; the graphical method 
of selected points requires the least calculation but depends upon the 
accuracy of the plot and the fitting of the representative line. 

70. The strait lute, y = a-\-hx. — For measuring the temperature 
coefficient of a copper rod of diameter 0.3667 in. and length 30.55 in., the 
following measurements were made. Here, C is the temperature Centi- 
grade and r is the resistance of the rod in microhms. 
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The plot (Fig. 70) appears to approximate a straight line, so that we 
shall assume the relation r = a -\- bC. We shall determine the con- 
stants, a and b, by the three methods. 

I. Method of selected paints. — Use a sheet of celluloid to determine 
the approximate position of the best straight line, and note two points 
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on thia line; thus, C = 20, r = 76.45, and C = 48, r = 84.60. Substi- 
tutii^ these values in the equation r = a + bC, we get 

76.45 = o + 20 6 and 84.60 = 0+48 6,7 
from which we determine 

a = 70.63 and b = 0.291, J 
so that our relation becomes 

r = 70.63 + 0.291 C. J 
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Fig. 70. 

11. Method of averages. — Since we have to determine two constants, 
we divide the data into two equal or nearly equal groups, and place the 
sum of the residuals in each group equal to zero, i.e., 

2 (r - a - iO = o or Hr = na +■ ASC, 
where n is the number of observations in the group. Thus, dividing the 
above data into two groups, the first containing four and the second three 
sets of data, and adding, we get' 

314-65 =40+ II0.2 6 and 251.35 = 30 + i35-i ^ 
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from which we determine 

a = 70.59 and 6 = 0.293, 
so that our relation becomes 

r = 70.59 + 0.293 C. 
Ill, Method of Least Squares. — The best values of the constants are 
those for which the sum of the squares of the residuals is a minimum, i.e., 
S (r — a — bC)* = minimum; hence the partial derivatives of this 
expression with respect to a and b must be zero; thus, 
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where n is the number of observations. We solve these last two equations 
for a and b. (Note that these equations may be formed as follows: 
substitute the observed values of r and C in the assumed relation r " a 
+ bC; add the n equations thus formed to get the first of the above 
equations; multiply each of the n equations by the corresponding value 
of C and add the resulting « equations to get the second of the above 
equations.) 

We now compute the values of rC, C=, SC, SrC, and 2C*, and substi- 
tute these in the equations for determining a and b. We thus get 

566.00 = 7 a + 245.3 b, 
20,044.50 = 245.3 a + 932583 *. 
from which we determine 

a = 70.76 and b = 0.288, 
so that our relation becomes 

r = 70.76 + 0.288 C. 
Comparison of results. — We note that the various results agree very 
well with the original data and with each other. We compute the resid- 
uals and find that the average residual is smallest by the third method 
and is approximately the safne by the first two methods. The computa- 
tion necessary in applying the method of Least Squares is very tedious. 
The method of selected points requires the fitting of the best str^ght line, 
and this becomes quite difficult when the number of plotted points is 
lai^. We shall therefore use the method of averages in most of the 
illustrative ocamples which follow, 
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(n) FORMULAS mVOLVmO TWO CONSTANTS. 

71. Simple parabolic and hyperbolic curves, j = az^. — As stated in 
Art. 68, when the plotted points deviate systematically from a straight 
line, a smooth curve is drawn so as to pass very near the points; the shape 
of the curve or a knowledge of the nature of the experiment may give us 
a hint as to the form of the equation which will best represent the data. 

Simple curves which approximate a lar^e number of empirical data 
are the parabolic and hyperbolic curves. The equation of such a curve 
is y = £WC*, parabolic for b positive and hyperbolic for b negative. In 
Fig. 71a, we have drawn some of these curves for a = 2 and b = —2, 
— I. -0.5. 0.25, 0.5, 1.5,2. Note that the parabolic curves all pass 
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Fig. 71a. 

through the points {o, o) and (i, a) and that as one of the variables 
increases the other increases also. The hyperbolic curves all pass through 
the point (l, a) and have the coordinate axes as asymptotes, and as one 
of the variables increases the other decreases. 

There is a very simple method of verifying whether a set of data can 
be approximated by an equation of the form y = at^. Taking loga- 
rithms of both members of this equation, we get log y = log o + 6 log x, 
and if x' = log x, y' = log y, this becomes y' = log a -|- bx', an equation 
of the first degree in x' and y'; therefore the plot of {x'.y') or of (log x, 
log y) must approximate a straigh^t line. Hence, 
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If a set of data can be approximately represented by an equation of the 
form y = a^, then the plot of {log x, log y) approximates a straight line. 

Instead of plotting (log a;, logy) on ordinary coordinate paper, we 
may plot {x, y) directly on logarithmic coordinate paper (see Art. 13). 
We determine the constants a and b from the equation of the straight 
line by one of the methods described in Art. 70. 

Example. The following table gives the number of grams S of anhy- 
drous ammonium chloride which dbsolved in 100 grams of water makes 
a saturated solution of 9° absolute temperature. 
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The points (0, S) are plotted in Fig. 71&. The curve appears to be 
parabolic, i.e., of the general form illustrated in Fig, 71a. We therefore 
plot (Ic^ $, log S) and note that this approximates a straight line, so that 
we may assume 

S = aS^ or log 5 = log o + fr log fl. 
We shall first determine the constants by the method of selected 
points. We note two points on the line whose coordinates are 

log = 2.445, log 5 = 1.50 and log = 2.555, log -^ = 1.84. 
hence we have 

1.50 = log o + 2.445 i. -1 - ''- 
. '■-'■' ■•' ° 1.84 = logo + 2.555 J. '/j' 

•*■ 6 = 3.09; \osa = —6,0550 = 3.9450 — 10, a — 0.000,000,881. 
.-. 1(^ 5 = -6.0550 + 3.09 log 9, or 5 = 0.000,000,881 fl"». 

We shall now determine the constants by the method of averages. 
We divided the data into two groups of four sets, and adding, we have 

6.1078 = 4 log a + 9.8143 b, 

7.1079 = 4 log a + 10.1374 6- 

.•. b = 3.09, log a = —6.0546 = 3.9454 — 10, a = 0.00000Q882. 
.•. logS = —6.0546 + 3.09 log fl or 5 = 0.000000882 0^"*. 

We complete the table by computing S, the residuals, and the average 
residual. The agreement between the observed and computed values of 
S is quite close. 

Example. The following table gives the pressure p in pounds per 
aq. in. of saturated steam corresponding to the volume v in cu, ft. per 
pound. (From Perry's Elementary Practical Mathematics,) 
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The points (v, p) are plotted in Fig. 71c, The curve appears to be 
hyperbolic on comparison with Fig. 71a. Hence we plot (logr, log^) 
and note that this approximates a straight line, so that we may assume 

p = aif", or log p = log a + b log v. 
We shall use the method of averages to determine the constants a and b. 
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Dividing the data into two groups, the first four and the last three sets, 
and adding, we have 

5.2445 =4 logo + 5.1435 6, 
6.6196 = 3 log fl + 1.3383 b. 
.: b = —1.0662, logo = 2.6822, a = 481. 1. 
/. iogp — 2.6822 — 1,0662 logv, or pv*"^ = 481. 1. 
We now compute p and A and note the close agreement between the 
observed and calculated values. 
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Fig. 71 c. 

73. Simple exponential curves, y = ae*". — Other simple curves that 
approximate a large number of experimental results are the exponential 
or logarithmic curves. The equation of such a curve may be written in 
the form y = a^', where e is the base of natural logarithms; the form 
y = ah' is sometimes used. In Fig. 72a, we have drawn some of these 
curves for o = i and b =—2, — i, —0.5, 0.5, i, 2. Note that these 
curves all pass through the point (o, a) and have the x-axis for asymptote. 
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There is a very simple method of verifying whether a set of data can 
be approximated by an equation of the form y = a^'. Taking logarithms 
of both members of this equa- 
tion we get log y = log fl + 
(6 log e) X, and if y' = log y, 
this equation becomes y' = 
log a + (6 log e) x, an equation 
of the first degree in x and y'; 
therefore the plot of (x, y') or 
of {x, log y) must approximate 
a straight line. Hence, 

If a set of data can be ap- 
proximately represented by an 
equation of the form y = oe*', 
then the plot of (x, log y) ap- 
proximates a straight line. 

Insteadof plotting (i, logy) 

on ordinary coordinate paper, 

we may plot {x, y) directly 

--- J 0.7 0.8 Q.9 t.O on semilogarithmic coordinate 

^ J^ paper (see Art. 14). Thecon- 

_ slants a and b are determined 

Fig. 72a. , , . , , 

from the equation of the 

straight line by one of the methods described in Art. 70- 

Example. Chemical experiments by Harcourt and E^sson gave the 
results of the following table, where A is the amount of a substance re- 
maining in a reacting system after an interval of time /, 
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The points {i. A) are plotted in Fig. 726. This curve appears to be 
exponential, so that we plot (j.,\o%A) and {\o%t,A); it is seen that the 
plot of ((, log A) approximates a straight line. We may therefore assume 
aa equation of the form 

A = ac" or log .4 = log o + (6 log e) I. 
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Fig, 726, 

We shall use the method of averages to determine the constants. Divid- 
ing the data into 2 groups and adding, we get 

9.5424 = 5 log a + 40 (6 log e) , 
8.2344 = 5 log o + 154 (6 log e). 
.: Aloge = — 0.0115, logo = 2.0005. 
.*. b = —0.0265, « = lOO.i, since log e = O.4343. 

.*. \o%A= 2,0005 ~ 0.0115 (, or A = lOO.i e-""^'. 

We now compute the values of A and the residuals, and note the close 
agreement between the observed and the calculated values of A. 
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Example. The following table gives the results of measuring the 
electrical conductivity C of glass at temperature 9° Fahrenheit, 
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In Fig. 72c, the potnts (fl, C) and (fi, log C) are plotted; the latter 
plot approximates a straight line. We may therefore assume the equa- 
tion 

C = ae", or log C = log a + {b log e) 0. 

We use the method of averages to determine the constants. Omitting 
the hrst set and dividing the remaining data into two groups of three 
sets, we get 

24.3198 - 30 = 3 log fl + 400 (J> log e), 
26.525 1 - 30 = 3 log a + 600 (ft log e). 
frlogc = o.oiio, logffl = 6.6399 ~ 10. 
.'. b = 0.0253, a = 0.000436. 

.-. log C = 6.6399 - 10 + O.OIIO e, or C = 0.00436 ^i^f. 

We now compute the values of C and the residuals and note the re- 
markably close agreement between the observed and computed values 
of C. 

73. Parabolic or hyperbolic curve, >■ = a + bx"* (where n is known). — 
In using this equation, it is assumed that from theoretical considerations 
we suspect the value of n. It is evident that 

If a set of data can be approximately represented by an equation of the 
form y = a + bx", where n is known, then the plot of {x", y) approximates 
a straight line. 

Example. A small condensing triple expansion steam engine tested 
under seven steady loads, each lasting three hours, gave the following 
results; I is the indicated horse-power, w is the number of pounds of 
steam used per hour per indicated horse-power. (From Perry's Ele- 
mentary Practical Mathematics.) 
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Fig. 73a gives the plot of (7, w). This is not a straight line. But if 
we plot {/, wJ), i.e., the total weight of steam used per hour instead of 
the weight per indicated horse-power, we find that this plot approximates 
a straight line. Hence, we may assume the linear relation wT = o + &/. 
This relation may also be written w = b + a/I, so that the plot of (i/I,w) 
also approximates a straight line. We use the method of averages to 
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determine the constants. Dividing the data into two groups, the first 
three and last four sets, and adding, we have 
1210.9 = 3fl + 94.66, 
821.7 = 40 + 57.86. 
.-. A = 11.6, a = 37.8. 
.-. wl = 37.8 + 11.6 J, or w = 11.6 + ^j— 
We now compute the values of w and the residuals. 
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Example. For a parachute or flat plate falling in air we have the 
following observations ; v is the velocity in ft. per sec. and p is the pressure 
in pounds per sq. in. 
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In Fig, 736, we have plotted (e, p). It is surmised that for low veloci- 
ties, the pressure and the square of the velocity are linearly related, i.e., 
p = a + bi?. We verify this by plotting (v*, p) and noting that this 
approximates a straight line. We use the method of averages to deter- 
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mine the constants. Dividing the data into two groups, the first three 
and the last two sets, and adding, we have 

1.4 = 30+ 463.156, 
4.8 = 20 + 1586.606. 

.*. h — 0.00303 and o = -o.ooiii. - 
.•. p = —0.001 1 1 + 0.00303 u*. 

We may with gpod approximation take a = o, so that p = 0.00303 1?, *.«., 
the pressure varies directly as the square of the velocity. 



74. Hyperbolic curve, y = 



hb* 



or - = o + hx, — This equation 



represents the ordinary hyperbola with asymptotes x = —a/6 and y = 
1/6, as illustrated in Fig. 74a for values of o = 0.2, b = 0.2; a = 0.1, 
6 = 0.2; o = —0.1, 6 =0.2; a = —0.2, b = 0.2, Quite a lai^ number 
of experimental results may be represented by an equation of this type. 
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The equation may also be written in the form - = b +-, so that the 
plots (x, -J and (-. -) approximate straight lines. Hence, 

If a sa of data can be approximately represented by an equation of the 
form y - ■q ^r -, or- <•' a + bx then the plot of [x, -1 or of l- , -J approxi- 
mates a straight line. 
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Fig. 74a. y = 



a + 6* 



Example. From a magnetization or normal induction curve for 
iron we find the following data; H is the number of Gilberts per cm., a 
measure of the field intensity, and B is the number of kilolines per sq. cm., 
e of the flux density. 
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Si -J- 9 = o 

In Fig. 746, {H, B) is plotted. The curve appears to be of the type 
Uhiatrated in Fig. 74a. Furthermore, an important quantity in the 
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theory of magnetization is the reluctivity SjB, and if we plot {R, H/B), 
we note that this plot approximates a straight line for values of if > 3.1. 
(We may similarly introduce the permeability, B/H, and note that the 
plot of (B/H, B) approximates a straight line.) Hence, we assume a 

Using the method of averages. 
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oxtaXtjag the first three vsilues of H, and dividing the remaining data 
into two groups containing five and four sets respectively, we get the 
equations 

3.621 =50 +491*. 

13.88 = 40 + 235.5 b- 

.'. b = 0.0560, a = 0,174. 

.*. -==0.174 + 0.05602? or B= j 2 — ??■ 

B 't ' o 0.1 74 + 0.0560 if 

We now compute B and the residuals and note the close agreement 
between the observed and computed values. 
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(in) FORMXILAS INVOLVING THREE CONSTANTS. 

75. The parabolic or hyperbolic curve, y = ax*" + c. — It is often im- 
possible to fit a simple equation involving only two constants to a set 0/ 
data. In such cases we may modify our simple equations by the addition 
of a term involving a third constant. Thus the equation y = ax!' may be 
modified into y = ai^ + c. If & is positive, the latter equation repre- 
sents a parabolic curve with 
intercept c on OK; if 6 is 
negative, the equation rep- 
resents a hyperbolic curve 
with asymptote y = c. In 
Fig. 75a, we have sketched the 
curves y=2 y?'', y=23?-'' + 2, 
y = 2 ar<'■^ y = 2 ar"* + 2 to 
illustrate the relation of the 
simple types to the modified 
types. 

In Art. 71 it was shown 
that if we suspect a relation 
of the form y = axf", we can 
„ V. . ■ - To verify this by observing 
J^ whether the plot of (log x, 

■''" '^ logy) approximates a straight 

'^' ^^' line. Now the form y = axf" 

+ c may be written log (y — c) = log a + 6 log x, so that the plot of 
(log X, log (y — c)) would approximate a straight line. To make this 
test we shall evidently first have to determine a value of c. We might 
attempt to read the value of c from the original plot of {x, y). In the 
parabolic case we should have to read the intercept of the curve on OY, 
but this may necessitate the extension of the curve beyond the points 
plotted from the given data, a procedure which is not safe in most cases. 
In the hyperbolic case, we should have to estimate the position of the 
asymptote, but this is generally a difficult matter. 

The following procedure will lead to the determination of an approxi- 
mate vjilue of c for the equation y = ox* + c. Choose two points (xi, yi) 
and (xi, y2) on the curve sketched to represent the data. Choose a third 
point (xi, ys) on this curve such that Xs = Vx^s, and measure the value 
of yi. Then, since the three points are on the curve, their coordinates 
must satisfy the equation of the curve, so that 
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yi = axi* + c, ys = ax^ + c. 
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Now, since Xj = 
therefore 



and therefore 



- c = V{y, - 






yi + yi~ 2yt 



It IS evident that the determination of c is partly graphical, for it 
depends upon the reading of the coordinates of three points on the curve 
sketched to represent the data. The curve should be drawn as a smooth 
line lying evenly among the points, i.e., so that the largest number of the 
plotted points lie on the curve or are distributed alternately on opposite 
sides and very near it. 

Having determined a value for c, we plot (log x, log (y — c)). If this 
plot approximates a straight line, the constants a and b in the equation 
log (y — c) = log o + 6 log X may then be determined in the ordinary 
way. 

Example. In a magnetite arc, at constant arc length, the voltage V 
consumed by the arc is observed for values of the current i. (From 
Steinmetz, Engineering Mathematics.) 
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We plot (i, V) and note that the curve appears hyperbolic with an 
asymptote V = c, and henceweassumean equation of the form V^ ai* + c. 
To verify this we must first determine a value for c. Choose two points 
on the experimental curve; in Kig. 756, we read ii = 0.5, Vi = 160 and 
ts = 12, Vi = 56. Choose a third point such that ij = Vii^ = V6 = 
2.45, and measure 7» = 88. Then 



ViVi- 



_ (160) (56) - ( 



- 2 Fs 160 + 56-2 (88) 



1216 _ 
40 



Now compute the values of K — 30.4 and log (V — 30.4) and plot 
(1(^ t, log {V — 30.4)). This last plot approximates a straight line so 
that the choice of the equation V = at* + c is verified. 
To determine the constants in the equation 

log (K - 30.4) = log o + & log i, 
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we use the method of averages, dividing the data into two groups of three 
sets each, and find 

5.8684 = 3 log a, 
4-5572 = 3 log o + 2.5844 b. 
:. b = -0.507, logo = 1. 9561, a = 90.4. 
.-. Iog(r-30.4) = 1.9561 -0.507105*, or F = 30.4 + 90.4 t-o^"". 
Finally, we compute the values of V and the residuals. 
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Fig. 75i. 

76. The exponential curve, y = oe*" + c. — The simple exponential 
equation y = a^' may have to be modified into y = a^' + c in order to 
fit a given set of data. In the latter curve, the asymptote is j = c. 
In Fig. 76a, we have sketched the curves y = 2 ^-'', y = 2 ^■'"+ i, 
y = 2 e-°-^', y = 2 e-"-^' + i. 

In Art. 72 it was shown that if we suspect a relation of the form 
y = oe*', we can verify this by observing whether the plot of {x, log y) 
approximates a straight line. Now y = ai" + c may be written 
1(^ (y — c) = log a + (6 log e) x, so that the plot of {x, log (y — c)) 
would approximate a straight line. Evidently we shall first have to 
determine a value for c. We proceed to do this in a manner similar to 
that employed in Art. 75. Choose two points (xi, yi) and (a^, ys) on 
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the curve sketched to represent the data, and then a third point (xi, yt) on 
this curve such that xs = J {xi + scj) and measure the value of yt. Since 
the three points are on the curve., 

y, = ae*i -f- c, yt = oe*" + c, yi = o€**> + c, 

or hg ■' ■ ■■ - = (6 log e) xi, log ^^ = {b log e) Xt, log ■ = (A log e) Xa. 





















/ 




















/ 




■/ 


' 












0> 


iy 




/ 




4 










> 






/ 












^ 




> 


y 










^ 








y 


















-^ 


^ 
















^ 








-—. 


•^ 


Pe 




























— 












•—. 


^ 


fi-O-l 








' 




















— 















































Frc. 76a. y - a^ + c 



Now, ance 
therefore 



Xi = \ (ari + x%), 
{b log e) X, = J [(6 log e) aii + (i log e) *i], 



Hence yi — c = v'{yi — c) (ji — c). 



and c = 



3'iya - yr 
yi + ys - 2 y. 



If the data are given so that the values of x are equidistant, i.e., so 
that they form an arithmetic progression, we may verify the choice of 
the equation y = ac*' + c and determine the constants a, b, and c in the 
following manner. Let the constant difference in the values of x equal h. 
If we replace x by a: + A, we get y = ffle*('+*l + c, and therefore, for the 
difference in the values of y, 

Ay = y' — y = cc*'*'*'*' — a^ = a^ (e** — l), 
and log Ay = It^ a (e** — i) + (J> log e) x. 
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This last equation is of the first de^ee in x and log Ay so that the plot of 
{x, log Ay) is a straight line. To apply this to our data, we form a 
column of successive differences, Ay, of the values of y, and a column of 
the l<:%arithms of these differences, log Ay, and plot (x, log Ay); if the 
equation y = ac** + c approximates the data, then this last plot will 
approximate a straight line. We may then determine b log e and 
log a (^ — i) and hence a and b in the ordinary way, and finally find an 
average value of c from Sy = dZ^ + nc, where n is the number of data. 
Example. In studying the skin effect in a No. oooo solid copper 
conductor of diameter 1.168 cm,, Kennelly, Laws, and Pierce found the 
following experimental results; F is the frequency in cycles per second, 
L is the total abhenrys observed. 



" 


t 


i-Si*to 


log{t-s>Wo) 


L. 


A 


60 


S3 .91* 


»S» 


3-3'" 


S3.9S2 


-40 


306 


53.767 


1907 




2804 


53.668 


+99 






1283 




10S2 




+ 3 




S».669 


809 




9079 


52.699 


-30 


8040 


5^.499 


639 




8055 


53.506 


- 7 














+ 3 


395° 


52,082 






3464 


5*,<)68 


+ 14 


JOOO 




105 


2.0212 


51.97:" 


- 7 



In Fig. 76b, the points (F, L) are plotted ; the curve appears to be 
exponential with an asymptote L = c. We shall try to fit the equation 
L = ae"' + c. First determine an approximate value for c by choosing 
two points on the experimental curve, F^ = 875, Li = 53,140, and Fi = 
5000, Lt = 51,980, and a third point Ft = \ (Fi + Ft) = 2938, Li = 
L,U - W 



52,250. Then c = 



- = 51,860. Now compute (L — 51,860) 



~ L1 + U-2U 

and log {L — 51,860), and plot {F, log (L — 51,860)); this plot approxi- 
mates a straight line, thus verifying the choice of equation. We deter- 
mine the constants in the equation log (L — 51,860) = loga + (b loge) F 
by the method of averages. Dividing the data into two groups of four 
sets each and adding, we have 

12.6087 = 4 log o -I- 2854 b log e, 
97233 = 4 lc« a + 14.055 * log «. 

.*• frloge = —0.0002576, loga = 3.3360, 
and b = —0.0005931, a = 2168. 

.-. log (L - 51,860) = 3.3360 - 0.0002576 F, 
or L = 51,860 + 2168 e-°«»^iP. 
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MS 



We now compute L and the residuals, and note the close agreement 
between the observed and computed values except for the first two values 
of F. If we omit these two values In computing a and b, these constants 
have slightly different values, but the agreement between the observed 
and computed values of L is about the same. 
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Fig. 76b. 

77. The parabola, y = a+ bx + cx^. — The equation of the straight 
line y = a + bx may be modified by the addition of a term of the second 
degree to the form y = a -\- bx -\- cx^. This is the equation of the ordi- 
nary parabola. We may verify whether this equation fits a set of experi- 
mental data by one of the following methods. 
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(l) Choose any point (xt, y*) on the experimental curve; then 
y* = o + bxic + ex*', and 

y-Vk _ 

X — Xk 



y — yi = b(x ~ Xk) + cii^ ~ xt*). 
This last equation is of the first 'degree in x and 



b + cx,)+c 



i-i^)-' 



X — X* 



so that the plot of 



will approximate a straight line. 



(2) If the values of x are equidistant, i.e., if they form an arithmetic 
pr(^;ression, with common difference A, then if we replace x by x + A in 
the equation, we get / = a + 6 {x + A) + c {x + ky and Ay = y' — y 
= (ph + ch^} + 2 chx. This last equation is of the first degree in x and 
Ay, so that the plot of (x, Ay) will approximate a straight line. 

Hence, if a set of data may be approximately represented by the equation 

y = a+bx-\- cx\ then (i) the plot of ix, ^ ~ ■^* Y where (x*, y*) are i^ 

coordinates of any point an the experimental curve, wiU approximate a 
straight line, or (2) the plot of (x, Ay), where the Ay's are the differences in 
y formed for equidistant values of x, will approximate a straight line. 

The following examples will illustrate the method of determining the 



Example. In the following table, 9 is the melting point in degrees 
Centigrade of an alloy of lead and zinc containing x per cent of lead. 
(From Saxelby's Practical Mathematics.) 
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In Fig. 770, we have plotted (x, 0). We shall try to fit an equation 
of the form S = o + 6x + ex* to the data. To verify this choice, observe 
that the curve passes through the point x^ = 36.9, 9* = 181, and plot the 
- 181 \ 



pomts 



\' X- 36-9/ 



this last plot approximates a straight line. (In 



plotting the ordinates for the straight line a scale unit ten times as lai^ 
as that used for the ordinates of the experimental curve has been used; 
any further increase in the scale unit would simply magnify the devia- 
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tlona.) We may now assume the relation - 



- =ffl' + b'x, and use 

the method of averages to determine the constants. Dividing the data 
into two groups of three and two sets respectively and adding, we get 

6-55 = 3 fl' + 249.3 *'. 
3.64 = 2 a' + 110.46'. 



-36.9 



.■. b' = 0.0130, 
= 1. 10 + 0.01303:, or 



= I. ID. 

= 141.4 + 0.620a; + 0.0130 a;'. 



We now compute and the residuals. 
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Fig. 770, 

Example. The following table givea the results of the measure- 
ments of train resistances; V is the velocity in miles per hour, R is the 
resistance in pounds per ton. (From Armstrong's Electric Traction.) 
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36.400 







In Fig. 776, the plot of (F, R) appears to be a parabola, R = a + bV 
+ cV^. Since the values of V are equidistant, we shall verify our choic; 
of equation by a plot of {V, AJ?); this last plot approximates a straight 
line. We may therefore assume AR = (fih + cfc') + 2chV, where A = 20. 
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FiQ. 776, 

We determine the constants in this last equation by the method ol 
averages, using the five sets of values of V and AR. Dividing these data 
into two groups of three and two sets respectively and adding, we get 
17-3 = 3(l>h + ch') + 120 (2 ch), 
23.2 =2(bh + ck') + r8o (2 ch). 
.: 2ck = 0.117, bh + ck^ = 1.08. 
/. c = 0.0029, i = —0.004. 
••. R = a — D.004 V + 0.0029 7=. 
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We determine a by substituting the six sets of values of V and R, and 
summing, thus 

y SJi = 6 a - 0.004 2 r + 0.0029 2 ^. 

y0T 131.6 = 6 ffl - 0.004 (420) + 0.0029 (36,400), 

and therefore a, = 4.62. 

Hence, finally, R = 4.62 — 0,004 ^ + 0,0029 ^• 

We now compute the values of R and the residuals; the agreement 
between the observed and calculated values of R is very close. 



equation, x = o gives y = o, while in the former, x = o gives y = c. We 



may verify whether the equation y = 



-+ c fits a set of experi- 



mental data as follows. Choose any point (%, 31*) on the experimental 
curve; then yt = — j^r — \- c, and 



- bxt 

a {x ---xi,) 



" •" (a + bx] (fl + bxi) • y 

This last equation is of the first degree in x and 



= (a + bXk) + " (a + bxi) x. 
so that the plot 



y -yk 

of (x, — — — ^1 will approximate a straight line. 

Hence, if a set of data may be approximately represented by the equation 

y = — n- + c, the plot of (x, -], where (Xi, yk) are the coordinates 

a + bx ' \ y — yy/ 

of a point on the experimental curve, will approximate a straight line. 

Example. The following table gives the results of experiments on 
the friction between a straw-fiber driver and an iron driven wheel under 
a pressure of 400 pounds; y is the coefficient of friction and x is the slip, 
per cent. (From Goss, Trans. Am. See. Mech. Eng., for 1907, p, 1099.) 
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In Fig, 78 we have plotted the points {x, y) ; the experimental curve 



To verify this we note the point x 



plot the points (x, - 



' y - 0.129/ 
line. We may therefore assume the relation 



0-65, y = 0.129 on the curve, and 

This last plot approximates a straight 

0-65 ^ ■ 



y — 0.129 



= fl + bx, and 
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Fig. 78. 
we shall determine the constants by the method of averages. As the 
first three points do not lie very near this straight line, we shall use only 
the last five sets of data, and dividing these into two groups of three and 
two sets respectively and adding, we get 

8.87 = 30 + 3.896, 
12.91 = 2a + 5.126. 
.■. b = 2.77, a = —0.64. 
X — 0.6s , , * — 0.65 



■ = —0.64 + 2.77 X or y = - 



- + 0.129. 



- o 129 '■ ' '" " ~' "" 2.77 X — 0.64 

H we had used all eight points tn determining the constants, we should 
have obtained 

9.12 = 40 + 3.586, 

19.86 = 4a + 8.08 i. 

.'. b = 2.39, o = 0.14. 

, X ~ 0.65 , , X — 0.65 , 

.'. -; =^ = 0.14 + 2.39 X or y = ; — h O.I2Q. 

y' - 0.129 t 1 ow -f 2.39 X + 0.14 ^ 
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We have computed both y and y' and note that the agreement with 
the observed values is probably as close as could be expected. 

79. The logarithmic or exponential curve, logy = a + bx + txifi 
or y = oe*""*™". — These equations are modifications of the Ic^arithmic 
form log y = a -\- bx and the exponential form y = ae*'. The equation 
y = a^'^-f" may be written log y = log a + (b log e) x + {c log e) x', and 
so is equivalent to the form logy = a + bx + ex?. This last equation 
is similar in form to the equation y = a + bx + ci^ discussed in Art. 77, 
and the equation may be verified and the consteuits determined in a 
similar way. 

Hence, if a set of data may be approximately represented by the equation 



logy = a + bx + cx^, then (l) the plot of (x, 



log y ~ log yA 



where 



i^k, y*) are the coordinates of a point on the experimental curve, will approxi- 
mate a straight Une, or (2) the plot of (x, A logy), where the A logy are the 
differences irt log y formed for equidistant values of x, wiU approximate a 
straight line. 

Example. The following table gives the results of Winkelmann's 
experiments on the rate of cooling of a body in air; d is the excess of tem- 
perature of the body over the temperature of its surroundii^, t seconds 
from the beginning of the experiment. 
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In Fig, 79 we "have plotted the points {t, 0). According to Newton's 
law of cooling, fl = oe" or log S = a + 6/, and so we have also plotted the 
points ((, log B) ; this last plot has a slight curvature. We shall therefore 
assume the law in the form log = a + bt + c^. To verify this, we 
note the point /* = o, ff* = 118.97 o" ^^ experimental curve, and plot 



the points (i, 



logfl — log ii8.97 '\ 



this plot approximates a straight 



line, so that we may assume 



logfl- l<:^n8.97 



= b + ct. We use the 
method of averages to determine the constants. Dividing the data into 
two groups of three sets each and adding, we get 

-0.001723 = 3* + 79-6 c, 

-0.001396 = 36 + 250.7 c 
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.'. c = 0.000001911, 
log g— log 118.97 _ 



-0-000625. 
■■ —0.000625 + 0.OO00019H / 

or log e = 2.07544 — 0.000625 ' + 0.000001911 ^. 

We now compute 6 and the residuals and note the close agreement 
between the observed and calculated values. 
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Fig. 79- 



(IV) EQUATIONS INVOLVING FOUR OR MORE CONSTANTS. 

80. Hie additional terms ce*"and cx^.^It is sometimes found that 
a simple equation will represent a part of our data very well and another 
part not at all, i.e., the residuals yo — y, are very small for one part of 
our data and quite large for another part. Geometrically, thb is 
equivalent to saying that the plot of the simple equation coincides 
approximately only with a part of the experimental curve. In such 
cases a modification of the simple equation by the addition of one or 
more terms will often cause the curves to fit approximately throughout. 
Such terms usually have the form c^' or cd^, and added to our simple 
equations give the forms 

y = a-^bx + ce^, y = a + bx + cxf*, 

y = a^' + ctf^, y = ax* + cx^, 



-c^. 



-+c^, 



-^ a + bx^ • ^ a + bx^ 

We shall give a few examples to illustrate some of these cases. 
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-a + bx + a^ 
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8l. The equation y - o+ b* + ce*". — If a part of the experimental 
curve approximates a straight line, we may fit an equation of the form 
y = a ■\-hx Xo this part of the curve. The deviation of this straight 
line from the remainder of 
the experimental curve (Fig, '" 
Sid) will be measured by the 
residuals r = jo — Je = J — 
(a + hx). We now plot {x, t) 
and study the nature of this 
plot. We may be able to 
represent this plot by means 
of the simple exponential r = 
ce^, where the values of the 
constants c and d are such 
that the value of r is negli- 
gible for that part of the plot 
to which the straight line has 
been fitted. The entire ex- 
perimental curve can thus be 
represented by c^' = y — (a 
+ bx) or y = a + bx + ce^'. 

The equation y = a + bx -\- ce^ may fit an experimental curve 
although no part of the curve is approximately a straight line; this 
means that the values of the term ce^ are not negligible for any values 
of X. If the values of x are equidistant, we may verify that this equa- 
tion is the correct one to assume by the following method. Let the 
constant difference in the values of x be k. If we replace * by a: -|- fe, 
we get 

y = a + b(x + h) + c^('*^), 

and, therefore, for the difference in the values of y. 

Ay = y - y = JA + ce^' (e** - i). 
If Ay and Ay' are two successive values of Ay, then 

Ay' = bh + ce'^'+''i ief" - i), 
and the difference in the values of Ay is 

A'y = Ay' — Ay = ce^(e^ — r)*. 

log A=y = log c{e^~ i)' + {d Ic^ e) x. 

The last equation is of the first degree in x and \og A'y so that the plot 
of {x, logA^) will approximate a straight line. From this straight 



Hence, 
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line we may determine the constants log c {e* — l)* and d log c and 
therefore c and d in the usual way. We now write the equation in the 

form y — cc^ = a -\- hx, and 

from the straight line plot of 
{x, y — ce^), we determine the 
constants a and b. 

In Fig. 8i6 we have plotted 
the equations 

y = 0.5 + X, 
y = 0.5+x — o.oi e*, 
y =. 0.5 -H x — o.oor e*, 
y = 0.5 + * + o.oi c-, 
y = 0.5 + X + 0.001 e*. 

£»jm^/e. The following 
data are the results of experi- 
ments made with a gasometer 
by means of which the amount 
of air which passes into a re- 
ceiving tank can be measured; 
X is the vacuum in the tank in 
inches of mercury, y is the 
number of cu. ft. of air per 
3 4 S e T $ minute passing into the tank. 
^"^ (Experiments made by W. D. 

y-a + bx + ci^ Canan at the Mass. Inst, of 

Fig. 816. Tech.) 
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In Fig. 81C we note that the plot of (x, y) approximates a straight 
line for values of a: > 14, and we shall fit an equation of the form 
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H5 



y = a + bx to this part of the data. Using the method of averages 
and dividing the data into two groups of four and three sets, we have 

7.27 = 4 o + 76 6, 

6.08 = 3a + 786, 
-■. 6 = 0.03, 1 = 1-25 
and / = 1.25 + 0.03 a;. 
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Fig. 81C. 



22 24 26 28 



Now compute the values of y' and the residuals r = y' — y (by 
taking r = y' — y instead oi r = y — y', the residuals are positive and 
easier to handle in the subsequent calculations). Plot {x, r) for values 
of a; < 14 and study the nature of this plot; this seems to be a simple 
exponential, r = ce^; verify this by plotting (x, 1(^ r) and note that 
this plot approximates a straight line. Using the method of aver^es 
determine the constants in the equation log r = log c + (d log e) x; thus 

8.7604 — 10 = 2 log c + 18 li log e, 

7.7404 — 10 = 2 log c + 26 d log e. 
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/. dioge = 9.8725 — 10 = —0.1275, Iog<: = 0-5277. 

.-. d 0.294, c = 3.37. 

.-. \osr = 0.5277 - 0.1275 ^. and r = 3.37 e^-^' 
The final equation is 

y = 1.25 + 0.03 * - 3.37 e-«,m-_ 

Now compute y and the residuals, and note the close agreement be- 
tween the observed and calculated values. 

82. The equation y = ae*" + ce*". — A part of the experimental 
curve may be represented by a simple exponential y = ac*', i.e., a part 
of the plot of {x, log y) approximates a straight line. We then study 
the deviations, r = ya ~ ye = y — <u^, of this exponential curve from 
the rest of the experimental curve. The plot of {x, r) may be repre- 
sentable by another exponential, r = ce'", where the values of r are 
negligible for that part of the experimental curve to which y = ae^' has 
been fitted. The entire curve can then be represented by the equa- 
tion y = a^ + ce^. 

The equation y = ae** + ce^ may fit an experimental curve although 
no part of the curve can be approximated by the simple exponential 
y = flc^. If the values of x are equidistant, we may verify that this 
equation is the correct one to assume by the following method. Let 
the constant difference in the values of x be k. Consider three succes- 
sive values X, x'-4- h, x + 2 h and their corresponding values y, y, y". 
We evidently have 

y = oe^ + ce^, 

y' = oei><'+*) + <^(-^*) = a^-^ + c^^", 
y" = a^i-^ni + cc^(x+s*) = ad"^'^ + ce^c*'". 

Now eliminate e*' and e*" from these three equations by multiplying 
the first equation by e^'^'', the second by — (e** + e^), and adding the 
results to the third equation. We get 

y" _ (gW. ^- e<tt) y' 4, e(HJ)»y = q, 

or 2I' = (fiW -[- edh\ / _ gC^H)* 

y y 

This is an equation of the first degree in y'/y and y"/y so that the plot 
of {y'h' y"ly) will approximate a straight line. From this straight line 
determine the constants e** + e** and e(*+^*, and hence b and d as usual. 
We now write the original equation ye~'' = ae(*-^« -|- c. This is a linear 
equation in e<*~*' and ye~^ so that the plot of (eC*-^*, y^') would 
approximate a straight line. From this straight line determine the 
values of the constants a and c. 
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In Fig. 82a, we have plotted the equations y = e~ 
= «~' — 0.5 c~*', y = e~* + e"*", y = e~' — e~". 
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Fig. 82a. 

Example. The following are the measurements made on a curve 
recorded by an oscillograph representing a change of current i due to a 
change in the conditions of an electric circuit /. (From Steinmetz, 
Engineering Mathematics.) 
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In Fig. 82i we note that the right-hand part of the plot of ((, i) appears 
to be exponential. We verify the choice of i' = ae" by plotting (t, log t) 
and noting that this plot approximates a straight line for values of 
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t > O.8. We therefore assume Ic^ i' = log a + (& log e) t, and using the 
method ot averages for the values ol t> 0.8, we have 
9.8511 — 10 = 3logo-|-4-8&l(^e, 
8.8325 - 10 = 2 log a + 5-5 6 log e, 
:. bloge = 9.5356 - 10 = -0.4644, logo = 0.6934, 
.'. 6 = - 1.07, a = 4.94, 
and logi' = 0.6934 - 0.4644^, or i' = 4.946-1"'. 
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Now find the values of i' and the residuals r = i' — i; these residuals 
are practically negligible for values of i > 0.8. We plot (t, r) and try 
to fit an equation to this curve. This again appears to be exponen- 
tial and we verify this by plotting ((, log r) ; the plot approximates a 
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straight line, except for t = 0.8. We therefore assume r = ce/" or log r = 
log c + (d \tyg e) t. Using the method of averages for ( < 0.8, we have 
0.7456 = 2 log c + o. I d log e, 
9.9301 — 10 = alc^c + o.6dloge. 
.-. dloge = -1.6310, logc - 0.4544. 
.-. d = -3-76, c = 2.85, 
and log r = 0.4544 — 1.6310/, or r = 2.85s-*"'. 
The final equation is 

i = 4.94 e-'"' - 2.85 e-»-"'. 

We now compute i and the residuals and note the ■very close agree- 
ment between the observed and computed values of i. 

83. The polynomial y = a + bx-[-a^ + dx* + - • • , — The equa- 
tion y = o + 6x + ex" may be modified by the addition of another 
term into y = a + 6a: + ex' + dx*. If the values of x are equidistant, 
we may verify the correctness of the assumption of the last equation 
by the following method. Let the constant difference in the values of 
xhe h. Then the successive differences in the values of y are 
Ay = (bh + ck^ + dA») + (2 cA + 3 dh') x + 3 dhA 
A V = (2 ch^ + 6 dh*) + 6 dh*x, ' 
A'y = 6dA'. 
Hence the plot of (x, A'y) will approximate a straight line, and the values 
of A'y are approximately constant. From the equation of the straight 
line we may determine the constants c and d, and writing the original 
equation in the form (y — cx^ — di^) = a + 6x, theplotof (x, y —cx*—d3^) 
will approximate a straight line, from which the constants a and b 
may be determined. Another method of determining the constants 
o, b, c, d in the equation y = o + 6* + ex* + dx" consists in selecting 
four points on the experimental curve, substituting their coordinates 
in the equation, and solving the four linear equations thus obtained for 
the values of the four quantities a, b, c, and d. 

In a similar manner the polynomial y = a + bx + a^+ • • • + ftx" 
may be determined so that the corresponding curve passes through 
« -I- I points of the experimental curve; it is simply necessary to sub- 
stitute the coordinates of these « + i points in the equation and to solve 
the » 4- I linear equations for the values of the n + i quantities, a, b, 
c, . . . ,k. If the values of x are equidistant, we can show that the plot 
of (x, A"-'y) is a straight line and that A"y is constant, where d"-ty 
and A"y are the {n — i)st and rtth order of differences in the values of y. 
Thus, if a sufficient number of terms are taken in the equation of the 
polynomial, this polynomial may be made to represent any set of data 
exactly; but it is not wise to force a fit in this way, since the deter- 
mination of a large number of constants is very laborious, and in many 
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cases a much simpler equation involving fewer constants may give much 
more accurate results in subsequent calculations. 

We shall work a single example to illustrate the method of determin- 
ing the constants. 

Example. We wish to fit a polynomial equation to the following 
data: 
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In Fig, 83 we have plotted (x, y). We form the successive differences 
and note that the third differences are approximately constant, and 
that the plot of (x, A^y) approximates a straight line (Fig. 83). We 
may therefore assume an equation of the form y = a + bx -\- ex!' -\- dx*, 
OT y = bx + ci^ + dx^, since the curve evidently passes through the 
origin of coSrdinates. To determine the constants b, c, and d, select 
three points on the experimental curve; three such points are (0.2, 0.463), 
(0.5, 1.625), and (0.8, 3.776). Substituting these coordinates in the 
equation, we get 

0,463 = 0.2 b + 0.04 c + 0.008 d, 
1.625 = 0-5* + o. 25 c + 0.125 d, 
3.776 = 0.86 + 0.64c + 0.512 d. 
Solving these equations for b, c, and d, we have 

b = 1.989, c = 1.037, d ■= 2.972 
and hence the equation is 

y= 1.989*+ 1.0373:* + 2.972 x". 
We now compute the values of y and the residuals. 

84. Two or more equations. — It is sometimes impossible to repre* 
sent a set of data by a simple equation involving few constants or even 
by a complex equation involving many constants. In such cases it is 
often convenient to represent a part of the data by one equation and 
another part of the data by another equation. The entire set of data 
will then be represented by two equations, each equation being valid 
for a restricted range of the variables. Thus, Regnault represented the 
relation between the vapor pressure and the temperature of water by 
three equations, one for the range from —32" F. to 0° F., another for 
the range from 0° F. to 100° F., and a third for the range from 100" F. 
to 230° F. Later, Rankine, Marks, and others represented the rela- 
tion by a single equation. The following example will illustrate the 
representation of a set of data by two simple equations. 

Example. The following data are the results of experiments on the 
collapsing pressure, p in pounds per sq. in. of Bessemer steel lap-welded 
tubes, where d is the outside diameter of the tube in inches and ( is the 
thickness of the wall in inches. (Experiments reported by R. T. Stew- 
art in the Trans. Am. Soc. of Mech. Eng., Vol. XXVII, p. 730.) 
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It should be noted that a set of corresponding values of t/d and P 
are not the results of a single experiment but the averages of groups 
containing from two to twenty experiments. 

Following the work of Prof. Stewart, we have plotted {t/d, P), Fig. 84, 
and note that the experimental curve approximates a straight line for 
all values of i/d except the first four, i.e., for values of t/d > 0,023. 

We may therefore assume P = a + *(j)- If we use the method of 

selected points to determine the constants a and b we may choose the 
points t/d = 0.065, -P = 4^5o> and l/d = 0.030, P = 1215 as lying on 
the straight line; we then have 

4250 = a + 0.065 i. 

1215 = o + 0.0306. 

.". b = 86,714, a = —1386 



0)--S6. 



and P = 86,7141 

This result agrees with that given by Prof. Stewart. If we use the 
method of averages to determine the constants a and b we divide the 
last 32 sets of data into two groups of 11 each, and get 

12,639 = 1 1 fl +"0.3231*. 

30,397 = 1 1 a + 0.5247 b. 

.: b = 88,085, o = - 1438, 



and i' = 88.055 j^^j- 1438. 

In our table we have given the values of P computed from this last 
formula. The values of P computed from the first formula agree very 
closely with these. It is seen that the percentage deviations are in 
general quite small though lai^e in a few cases, varying from 0.2 per 
cent to 10 per cent, which is to be expected from the nature of the 
experiments. 

We now attempt to fit an equation to the first four sets of data. The 

eiddition of a modifying term of the form cl-jj or ce ■* to the above 

formula is not successful here. We shall therefore follow Prof. Stew- 
art's work and attempt to fit an equation of the parabolic form, P ™ 

a(-jj . We verify this choice by plotting (log j. 'ogPl and observing 

that this plot approximates a straight line. (The fewness of the ex- 
periments for values of t/d < 0.023 is a handicap here.) Assimiing 

logP = loga + b logf^j' 
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and usii^ the method of averages, we find 

4-9354 = 2 log a + (6.5053 - 10) b, 

5.4485 = 2 logo + (6.6649 - 10) &• 
.*. & = 3.ll, = 80,580,000 
and P = 80,580,000 Q . 

We compute the values of P from this formula. 

The entire set of data have thus been represented by means of two 
simple equations, each valid for a restricted range of the variables.* 



{Note. The exerciaes which follow are divided into two sets. The type of equation 
that will approximately represent the empirical data is suggested for each example in 
the first set. For the examples in the second set, the choice of a suitable equation is left 
to the student.] 

1. Temperature coefficient; r is the resistance of a coil of wire in ohms, B is the tem- 
perature of the coil in degrees Centigrade, [j* = « + bx] 

T_ I 10.421 I 10.939 I "-3^1 I "-Tgg I "■a.43 I "666 
e I 10.50 I 29.49 I 42-70 I 60.01 I 75.51 I 91.05 

2. Galvanometer deflection; D is the deflection in mm., / is the current in micro- 
amperes. \y ~ a + bx\ 

D [ 29.1 j 48.2 [ 73-7 I ga-o I "8 I 140 I 165 I 199 
1 I 0.0493 I 0-0821 1 0.123 I 0.154 I 0.197 J I 0.234 I 0-274 I 0.32a 

3. Volt-ampere characteristic of 118 volt tungsten lamp; e is the terminal voltage, » 
is the current. \y = ax*] 

/I 2 1 .4 I 8 I 16 I 25 I 32 I 50 I 64 I 100 [ 125 
» I 0.0245 I 0.0370 I 0.0570 ] 0.0855 I 0.1125 I 0.1295 I 0.1715 I 0.2000 I 0.2605 I 0.2965 
150 



i I 0.3295 I 0.3635 I 0.3865 I 0.4070 

4. Pressure-volume of saturated steam; o is the volume in cu. ft. of I pound o 
steam, p is the pressure in pounds per sq. in. \y = aifi} 

V I 26.43 I 22.40 I 19.08 I 16.32 [ 14.04 I 12.12 I 10.51 I 9.147 I 7.995 
P I 14.70 I 17.53 I 20.80 I 24.54 I 28.83 I 33-71 I 39-25 I 45.49 I 52.52 

5. Chemical concentration experiment; x is the concentration of hydrogen ions, y i 
the concentration of undissociated hydrochloric acid, [y = ax^] 

x \ 1,68 I 1.22 1 0.784 I 0.426 I 0.092 I 0.047 I 0.0096 I 0.0049 I 0.00098 
y\ 1.32 I 0.676 I 0.216 i 0.074 I 0.0085 I 0.00315I 0.00036I 0.00014] 0.000018 

6. Vibration of a long pendulum; A is the amplitude in inches, t is the time since i 
was set swinging. [^ = «**") 



• Prof. Peddle In "The Construction of Graphical Charts" has fitted the equation 
t/d = 0.00374 "^ + 0.0000000011 f to Prof. Stewart's data. 
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7. Newton's law of cooling; 
temperature of its surroundings, t a 
ment. \y - ««*«] 
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the excess of the temperature of the body over the 
:he time in seconds since the beginning of the experi- 



19.9 \ 18.9 
. Barometric pressure; p is the pressure i 



I 40-10 I 53-75 I 70-95 



8-9 



6.9 



H. Barometric pressure; p 
above sea level, \y = ae*"! 



I inches of mercury, k is the he^ht in ft. 
4763 I 694a I 10,593 



-c of length 4 IT 



; V is the potential difference in volts, i is the current 



V I 67.7 I 65.0 I 63.0 I 61.0 I 58.25 I 56.25 I 55.10 I 54.30 

10. Speed of a vessel; H.P. is the horse power developed, v is the speed in Imots. 

tr = « + *Jf ] 

-J^l 5 I 7 ) g_„| 1- I i^ 

H.P. \ 290 I 560 I 1 144 j iSio I 2300 

1 1. Hydraulic transmission; H.P. is the horsepower supplied at one end of a line of 
pipes, » is the useful power delivered at the other end. — ■= a -|- bif I 

H.P. I 100 I 150 I 200 j aso I 300 



96.5 



138 



196 



12. Magnetic characteristic ot iron; H is the number of gilberts per cm., 
of the field intensity, B is the number of kilolines per sq- cm-, a measure of the flux 



13. Focal distance of a lens; p is the distance of the object, p' is the distance of it 
image, [y = j-^^j] 



14. Pressure-volume in a 
volume in cu, ft- per pound. 



I 73-5 



I 24.60 I 26-20 I 29.1 
is the pressure in pounds per sq. in., i 



15. Law of cooling; B is the temperature of a vessel of cooling w 
since the beginning ot observation. \y — ««** + t^ 
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i6. Straw-fibre friction a.t 150 pounds pressure according to Goas'a experiments; y 
is the coefficient of friction for a straw-fibre driver and an iron driven wheel, x is the slip. 



p^-^'- [^-TTti+'i 



X Q.153 1 0.179 I 0.213 0.371 I 0.313 0-359 0-368 0.381 Q.386 I 0.405 

y I 0.56 I 0.58 I 0.61 I 0.78 I 0.99 I i.io I 1.04 I 1.22 I 1.40 I 1.75 

X I 0.411 I 0,432 I 0.45a I 0.463 I 0.465 I 0.473 

y\ 1.94 I 2.00 I 2.25 I 3.33 I 3.15 I 2.79 

17. Expansion of mercury according to Regnault's experiments; 7 is the coefficient 
of expanMon between 0° C. and *° C. \jr = M + bx + cz*) 

* I o I 100 I 150 I aoo . 1 250 I 300 I 360 
y |o.OOOl8i7g I0.00018216 I0.O0018361 I0.00018323 10.00018403 I0.O0018500 I0.O0018641 

18. Velocity of water in MisMssippi River; v is the velocity, Z) is the depth. 

P I o I 0.1 I 0.2 I 0-3 I 0-4 I 0-5 I 0-6 I 0-7 I 0-8 1 0-9 
o I3-1950 13.2299 1 3.2532 I 3.2611 I 3.2516 I 3.228a I 3.1807 I 3.1266 I 3.0594 j 2.9759 

19. Solution ofpotaswumchromate; j is the weight of potasaum chromate which will 
dissolve in too parts by wdght of water at a temperature of ^C. J\ogy=a+bx+c^] 



20. Load-elongation of annealed high carbon steel wire of diameter 0.0693 and gage 
length 30 in. ; W is the load in pounds, E b the elongation in inches. [y = «-|-*x -)-«*■] 

ffl o I 50 I '00 I 150 I 200 [ 225 I 250 I 260 I 280 I 290 I 300 I 310 
E I o I0.0130 ]o.025i I0.0387 I0.0520 10.0589 I0.0659 I0.0689 10.0746 10.0778 I0.0807 1 0.0S43 

w \ 3^0 I 330 I 340 I 350 [ 360 _ 

E I 0.0877 I 0.0916 I 0.0980 { o.iiii j 0.142a 

21. Load-elongation of wire of Ex. 20 in hard-drawn condition; W is the load in 

pounds, E is the elongation in inches, [y •= s + bx + cx^ 

W \ o I 100 I 200 I 300 [ 400 I 500 I 600 I 70Q I 800 1 850 I 900 
£ I o I 0.0280I 0.0562I 0.0S49I 0.1150I 0.1471I 0.1820I 0.2191I 0.26281 0.2879I 0.3166. 

22. Empirical curve, [y = ae^ + ce*"] 



23. Magnetic characteristic of iron; H is the number of gilberts per cm., a ir 
of the field intensity, B is the number of kilolines per sq. cm., a measure of the flux density 



(cf. Ex. 12}. jV 



24. Speed of a vessel; / is the indicated horsepower, v is the speed in knots. 
\y = M + bx + cj^ + dx'] 

' \ 8 I 9 I 10 I II I 12 I 13 I 14 I 15 I 16 I 17 I 18 
■ / I 1000 I 1400 I 1900 j 2500 I 3250 I 4200 I 5400 I 6950 i 8950 |ii,45o| 15,400 
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. 35. Test on square steel wire for winding guns; 5 is the stress in pounds per aq. 1 
E is the elongation in inches per inch. 

S I 50Q0 1 10,000 1 20,ooo I 30,000 I 40,000 I 50,000 I 60,000 I 70.000 I 80,000 
E I o I0.00019I 0.00057 I 0.00094 1 0-00134 1 0.00173 1 0.00216 I 0.00256 1 0.00297 



E I 0.00343 1 0.00390 10,00444 

26, Flow of water over a Thomson gauge notch; Q is the number of cu. ft. of water, 
is the head in feet. 



27. Friction between belt and pulley; is the arc of contact 
and pulley, P is the pull in pounds applied to one end of pulley t( 
other end. 



P I 5'&f I 6.93 I 8.52 I 10.50 I 12.90 I 15.96 I 19.67 1 24,24 I 29.94 

aS. Electric arc of length 2 inni.;'Kis the potential difference in volts, t is the cur- 
rent in amperes. 

I [ 1-96 I 2.46 I 2.97 I 3-45 [ 3-96 I 4-97 | 5.97 [ 6-97 1 7-97 I 9-00 
V\ 50.25 I 48.70 1 47.90 I 47.50 I 46.80 I 45.70 I 45.00 I 44.00 I 43.60 I 43.50 

29. Normal induction curve for transformer steel; H is the number of gilberts per 
cm., B is the number of lines per sq. cm. 



B I 42s I 800 1 1750 1 2850 I 4300 I 6100 I 6725 I 7800 I 8600 ]io,20o|ii,i5b| I 

30. Pressure-volume in a gas engine; p is the pressure in pounds per sq. in., t 
volume in cu. ft. per pound. 



31. Melting point of alloy of lead and zinc; 6 19 the temperature In duress Centi- 
grade, xis%0( lead. 



33. Candle-power of an incandescent lamp; H is the age of the lamp in hours, CJ*. 
is the candle-power. 



34. Insulation redstance-current passes through insulator and gal^ 
the deflection of the galvanometer, t is the time in minutes. 

-L.Li.|_?_|_3_m_5.|,i,|_7_|_8_|j_|j^_i|J?-|-!3jjl.|_I5_ 

z» i 18 I n I ao 1 6T| 5.5 1 5.0 1 4.4 1 4.0 1 3.5 I 3TI 3-0 I 2.7 1 2II 2.5 1 3-4 
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35. Experiments with a crane; / is the force io pounds which will juat overcome a 
we^ht ttr. 

Ill I 100 I aoo I 3oo_| 400 I 500 I 600 I 700 I 800 
/ I 8.5 I ia.8 I 17.0 I 31-4 I 25.6 I »9-9 I 34-2 I 3^-5 

36. Copper-nickel thermocouple; t is the temperature in degrees, p b the thenno- 
electric power in microvolts. 



i> 1 24 I =5 I 26 I 26.9 I 27.5 

37. Law of faliinB body; s is the distance in cm. fallen by body in 1 sec. 

t [ 0.3477 I 04175 I 0-5533 I 06760 I 0.7477 
s I 30.13 I 85.26 1 150-39 I 333.60 I 374.30 

38. Loads which cause the failure of long wrought-iron columns with rounded ends; 
P/a is the load in pounds per sq. in., l/r is the ratio of lei^h of column to the least 
radius of gyration of its cross-section. 

l/r I 140 I 180 I 330 I 360 I 300 I 340 I 380 I 430 
P/a I 12,800 I 7500 I 5000 I 3800 I 2800 I 2100 I 1700 I 1300 

39. Heat conduction of asbestos; e is the temperature in degrees Fahrenheit, C is 

the coefficient of conductivity. 

g I 33 I 312 I 392 I 573 I 753 I 1112 

c I 1.048 I 1.346 I 1.451 I 1.499 I 1-548 I 1-644 

40. Rubber<:overed wires exposed to h^h external temperatures; C is the 
current in amperes, A is the are 



A 1 0.00181Q I 0.004072 I 0.007053 I 0.03227 I 0.05000 I 0.09442 j 0.1250 I 0.1595 
41. Pressure-volume relation Eoranaircompresaor;^is the pressure, o is the volume. 
P I '8 I ai I 26.5 I 33.5 I 44 i 62 
" I 0.635 I 0-556 I 0.475 I 0-397 I 0.321 I 0.243 
43. Power delivered by an electric station; w is the average weight of coal consumed 
per hour per kilowatt delivered, / is the load factor. 

/ I 0.25 I 0.20 I 0.15 I 0.10 I 0.05 
w I 2.843 I 3-012 I 3-293 I 3-856 1 5-545 

43. Temperature at different depths in an artesian well; 9 is the temperature in 
degrees C, d is the depth. 

<^ I '8 I 66 I 173 ] 248 I 298 I 400 I 505 I 548 
a I 11.71 I 13.90 I 16,40 I 20.00 I 22.20 I 23.75 I 26-45 I 27.70 

1 ohms per looo ft., D is the 



45. Hysteresis losses in soft sheet iron subjected to an alternating magnetic flux; 
J is the flux density in Idlolines per sq. in., P is the number of watts lost per cu. in. for 



0.0303 I 0.0289 I 0.0387 
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46. Volt-ampere chai 



volts, / is the number of milli-amperea. 



169 
t tungsten lamp: V ia the number of 



1 227 I 272 I 
I 150 1 160 I 



I 383 
I 180 [ 190 



414 I 443 I 473 



1 702 I ; 



/ 1 501 I 526 I 553 I 577 I 597 I 618 | 639 I 663 | 68a | 702 | 722 | 

47. Calibration of base metal pyrometer (40% Ni and 60% Cu); V is the number 
of millivolts, I is the temperature in degrees F. 



255 



30 



475 



48. Tests on drying of twine; t is the drying tim 
twine with hot drum), W is the percentage of total ' 
time, fi is the percentage of total water on bone dry twine 
ameter of the twine in ins. 



{a)rf- 



ns., E - 



.8.7%. 



W-E I 29-5 
(6)'<i = o.i58. E = 6.2%. 



I 634 I 714 
(time of contact of 

I bone dry twine at any 
equilibrium, d is the di- 
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CHAPTER VII. 
EMPIRICAL FORMULAS — PERIODIC CURVES. 

85. Representation of periodic phenomena. — Periodic phenomena, 
such SIS alternating electric currents and alternating voltages, valve-gear 
motions, propagation of sound waves, heat waves, tidal observations, 
etc., may be represented graphically by curves composed of a repetition 
of congruent parts at certain intervals. Such a periodic curve may in 
turn be represented analytically by a periodic function of a variable, 
i.e., by a function such that/(j: + k) =S{x), where k is the period. Thus 
the functions sin x and cos x have a period 2 jt, since sin (_x + 2v) = sin x 
and cos{« + 2t) = cosx. Again, the function sin 5 x has a period 
2 ir/s, since sin 5 (x + 2 ir/5) = sin (5 x + 2 tt) == sin 5 x, but the func- 
tion sin X + sin 5 X has a period 2 ir, since sin {x + 2 ir) + sin 5 (x + 2 r) 
= sin a: + sin 5 x. 

Now, any single-valued periodic function can, in general, be expressed 
by an infinite trigonometric series or Fourier's series of the form 

y = /(*) = lo + ii COS X + (h COS 2 X -|- ■ ■ ■ -|- On cos nx + - ■ ■ 
-|- 61 sin X -|- 62 sin 2 x -|- ■ ■ ■ -{- bn sin nx -\- ■ ■ • , 

where the coefficients a* and 6* may be determined if the function is 
known. This series has a period 2 r. But usually the function is un- 
known. Thus, in the problems mentioned above, the curve may either 
be drawn by an oscillograph or by other instruments, or the values of the 
ordinates may be given by means of which the curve may be drawn. 
Our problem then is to represent this curve approximately by a series of 
the above form, containing a finite number of terms, and to find the 
approximate values of the coefficients at and 6*. The following sections 
will give some of the methods employed to determine these coefficients. 

86. The ftmdamental and the harmonics of a trigonometric series. — 
In Fig. 86a we have drawn the curves y = ai cos x, y = h sin x, and 
3" = fli cos X + 61 sin x. 

The maximum height or amplitude of y = ai cos x is Oi and the 
period is 2 r. The amplitude of y = 61 sin x is bi and the period is 2 r. 
Now we may write 



y = (iiCOSX + 6isinx= Vai^ + bi'] . ' -^ sinx-1- 



Voi* + bi* 
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An. 86 

and letting Voi* + 61 



TRIGONOMETRIC SERIES 



= COS^, 



— 7 ^^ — LAJ3 un, — ■ ■ ■ ■ . ^ ^^ — g 

we may write 

y = cisin (x + ^), where Ci= Vci* + bi^, ^ = tan~' t'- 

Here Ci is the amplitude and ijn is called the phase. The wave 
resented by y = ci sin (x + ^1) is called the fundamental wave 
y = Ci cos x, y " 61 sin x are called its components. 




Fig. 86a. 



Similarly, we may represent y = at cos kx, y = bt sin kx, 
and y = at cos Ax + bt sin ^a: = c* sin (fee + ^t). 

where c* = Vo** + 6^* and <t>i, = tan-' at/bt. 

The wave represented by y = c* sin {kx + ^*) is called the jfeth har- 
monic, its amplitude is Ct, its phase is <t>i„ its period is 2-k/Ii, since 

sin U ^a: + ^j + ** = sin [^ + 2 r + **] = sin {kx + **) , 

and its frequency, or the number of complete waves in the interval 2 r, 
is k. 

The trigonometric series is often written in the form 
y-co+cisin(a:+*i) +cjsin(2s: + ^)+ ■ ■ ■ -|-Cssin(»x-|-«,) + ■ • ■ , 
showing explicitly the expressions for the fundamental wave and the 
successive harmonics. The more complex wave represented by this 
expression may be built up by a combination of the waves represented by 
the various harmonics. Fig. 86& shows how the wave for the equation 

y = 2 sin f a: + Ij + sin f 2 a: - ~ j + i sin f 3 a; + ^j , 

V2 r- 

-cos2a:H cos 33:+ v 3 sin a; — } sii 
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172 EMPIRICAL FORMULAS — PERIODIC CURVES Chap. VII 

is built up as the combination of the fundamental and the second and 
third harmonics, and how the fundamental wave is modified by the addi- 
tion of the harmonic waves. 





r / \ 






» 








y 


/A 




(■ 


/ "^ 


"«/ i 


V^ 


\ 


-* 




\yj' 





Fig. 86S. 

In the case of alternating currents or voltages, the portion of the wave 
extending from a; = irtoa; = 2jris merely a repetition below the x-axis 
of the portion of the wave extending from ac = o to a: = t; this is illus- 
trated in Fig. 86c where the values of 
the ordinate at x = a:, + t is minus 
the value of the ordinate at a; = av. 
Since 
sin C* [x -H x] -h **) 

= sin (b: -h ** + hr) 
= +sin (kx + 0i) if k is even 
F>G- 86c. = -sin ikx + <t,t) if k is odd, 

the series can contain only the odd harmonics and has the form 

y = Co + Ci sin (a: + *i) + Ci sin i3x + <!>») +CiSmi5 x + th) + ■ • • » 
or 
y = Oo + Oi cos X + at cos ix -\- a^ cos 5 a: -I- ■ ■ • 
+ 6i sin a: -f 6i sin 3 a; + &6 sin 5 X + • ■ ■ . 




SFi: 
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87. ' Determination of the constants when the function is known. — 
If, in the series 

y = f{x) =oo + 0icosa: + aacos2a:+--- +o„cc»sm«+--' 
+ 61 sin a: + &i sin 2 * + • • • + &„ sin «x + • • • , 
we multiply both sides by <kc and int^;rate between the limits o and 2r, 
we have 

/ ydx = (hi dx + ai j coBxdx+ . . . +an j cosnxdx+ ■ • ■ 

+ bi j sinxdx+ . . ■ +KJ sinnxdx + • • • 

1 I*' 1 I*' a.\ !*' 

= 0(1 a: +01 sma: + . . . -) sinnx + • • • 

— bi cos x\ — - ■ cos nx\ — • • • 

I lo "I lo 

~ 2 TOd, since all the other terms vanish. 
If we multiply both sides by cos kx dx and integrate between the 
limits o and 2 jr, we have 

/ y cos kxdx = (hi I cos kxdx-\- ■ ■ ■ +at I cos* kxdx-\- • • ' 

+ an j cos nx cos kxdx + ■ ■ ■ +K j sin wi cos kxdx + • • • 

OdI . , 1^' , ,0*1 _[_ sin2A3i;P' 
'^-r\sinkx\ + ■ ■ ■ +-t\x-\ — r— + • ■ • . 

i_ fl» I sin {n — k) X 

-— n + k 



2 I n-k ^ n+k lo 
= TCk, since all the other terms vanish. 
Similarly, if we multiply both sides by ^nkxdx and integrate be- 
tween the limits and 2 t, we have 

/ ysinkxdx ^a^ j smkxdx+ • • ■ +0^ f cos nx sin kxdx+ • ■ • 

+ ■•■ +h r'sin'kxdx-i + b» T' ^a nx ^n kx dx + •>• 

— -'a Jo 

thl . {'" , &*| 3in2fcc|''' , 
= -X cosfei: - • • • +— * —7— + ■ • • 

k \ 2 I 2^0 



2I k-n ^ k + n lo 
1 K I sin (n — k)x _ sin(« + k)x \*' , 
'"2] n-k n + k lo 

= xbt, since all the other terms vanish. 
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Collectii^ our results, we have 

00"= — I ydx, Ok — - I ycoskxdx, &* = - I y^nkxdx, 
2-kJi, •' tJo ■' njr, 

where fc=i,2,3 Each coefficient may thus be independently 

determined and thus each individual harmonic can be calculated without 
calculating the preceding harmonics. 

88. Determination of the constants when the function is unknown. — 
In our problems the function is unknown, and the periodic curve is drawn 
mechanically or a set of ordinates are given by means of which the curve 
may be approximately drawn. We shall represent the curve by a trig- 
onometric series with a finite number of terms. We divide the interval 
from x = OX.ox = Zr into n equal, intervals and measure the first n 
ordinates; these are represented by the table 



^ 





2a- 


4T 


6t 




2ir 




(«-l 


T 




Xr, 


Xv 


Xi 


Xt 




Xr 




a:„_ 




y 


y* 


3"! 


yt 


ya 




V' 




y-- 





We wish to determine the constants in the equation 



= Co + oi cos X + ■ 
+ 6i sin j: + ■ 



■ + Ok cos kx + - 
+ bk sin kx + ■ 



where the number of terms is n, so that the corresponding curve will pass 
through the n points given in the table. Substituting the n sets of vsilues 
of X and y in this equation, we get n linear equations in the a's and b's of 
the form 



= OO + Cl cos Xt + ■ 

+ ii sin X, + ■ 



■ + Qk cos kXr + ■ 

■ + hi, sin kx, + ■ 



We may 



where r takes in succession the values o, I, 2, . . . , 
now solve these n equations for the a's and b's. 

We shall first state two theorems in Trigonometry concerning the 
sum of the cosines or sines of « angles which are in arithmetic progression. 



2c08<« + r/3) = cos a + cos (a + (3)+ cos (a + 2/3)+ - 



+ cos(a + [M-i]^) =- 



-^^y 
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Art. 88 DETERMINATION OF THE CONSTANTS 175 

2s'n{a + rj3)=sma+siii(a+^)+sm(a + 2/3)+ • • - 

+ sin(a + [«-l]a)= |.sin(a + ^^)- 

sin - ^ ' 

2 

If we let a = o and 8 •* I , — , these become 

'n 

2,2-K sin/T /(«— i))r . . , 

cos rl — = , cos -^ — = o, since sin /ir = o, 

n 

2,2ir siniir . / (n — i) T . , , 

sin rl— — !- sin = o, since sm for = o, 
n . he n 



* We may prove these theorems as follows: 

By means of the well-known trigonometric identities 
cos « sine = dn (tt + ti) — sin (» — v), 2 sin u sin n = cob (» — p) — cos (« + o) 
e may write the identities 

-!-»■(-!)—(•+!)• 






-.i„(. + '-^/i) 
Adding, we get 
«nf 2o» <« + -») -««("+^») 

-!eoe(. + !4-'»).inj». 
• Sec (.+,«- -|c=.(«+!i^4 



Adding, we get 
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for all values of I except 

i — o, when 21*^^ '■^ — ~ Zt^'^ = w, 
( = n, when ^J*^^ ^^ — ~ S '^^ 2 w = ». 
Since a:, = r — .we may finally state that 

Xcos Ixr — o, except when / = o or / = i» 

= «, when / = o or / = M. 
Jjsin fav = o for all values of I. 

To determine Oa we merely add the n equations, and get 

^Jyr - nao+ ■ • • +a* ^cos&av + ■ ■ • +^>t2)^in*a:, + • • ■ 

= noo, since £^1 the other terms vanish. 

To determine a* we multiply each of the « equations by the coefficient 
of Ok in that equation, i.e., by cos kxr, and add the n resulting equations; 
we get * 

2Jyr cos fee, = flo Xcos fcr, + • ■ ■ +ak^cos*kXr+ ■ ■ • 

■Va^'^cospXrCoskXr-V • ■ • +bp^smpXrCoskXr+ ■ • • . 
Now, 

Xcosfccr = o; 

^COS/WrCOsfcCr* = i ^^'^OS ip + k) X, + i JJcOS (p — k)Xr = O; 

2jsin pXr COS kxr* = J ^sia (/) + A) a;, + J ^s'" (P — k) Xr = o; 

2 cos? kXr = Z.- (1 + COS 2 kXr) = - + ~ VcoS 2 JfesTr — -, if ft j^ - 
**2 2 2 *~ 2 2 

= », if * = — 
2 

* We use tbe trigonometric identities 

2 cos « COSO - cos {« + d) + COH (« — »). 

3 dnwcoan = sb (a + c) + ^n (« — p). 
aaioMBmi' — cos (w — v} — coa(ti + v). 
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Hence, Xy, cos kx, = - at, except when k = - 

= nat, when k = — 

2 

To determine bt we multiply each of the n equations by the coefficient 
of At in that equation, i.e., by sin kx,, and add the » resulting equations: 
we get 

2^yr sin kx, = Ot, 2jsin kx, + ■ ■ ■ ap ^J^os px, sin kx, + • ■ ■ 

+ bt'^sin* kx, + • ■ ■ +bp'^s\npxrsmkxr-^ • ■ • . 
Now, 

Xsin kxr ™ o; 

2]co9 pXr sin fccr* = h Jjsjn (ft + ?) a;, + i 2)sin (fe — ^) a:, =■ o; 
JJsin fa:, sin kx,* = i Jjcos (^ — fe) a:, — i ^J*^"^ (? f Jfe) air - o; 

2 sin* kXr = X- {l — cos 2 ftXr) = y^COS 2kXr = ~, if ft ^ - 
**2 2 2^* 2 2 

= 0, if * = — 
,2 

Hence, ^^^ sin fta;, = " 6*. 

Collecting our results, we have finally 

'^='^Xyr = ^(y<> + yi + yi+ • ■ • +yn-.i), 

'^ =^5)y'«'9^*'=^2y>-cos''"' = ^ (y(i-yi+ya-y»+ • • • -y—O, 

a* = - ^/yf ^s fta:, = - (yocosfearo + j'icosftxi + • ■ - +yn-iC0sft3C,-.i), 
bk = - ^I^fSinfta:, = - (yosinfec|) + yisinfta:i+ • • • +yB_isin ftx, ..J. 
• We use the trigonometric identities 

2 sin u cos tJ = sin (a + r) + Bin (a - e). 
2 an « sin 1: ^ cos (« - e) - cos (m + p). 
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If n is an even integer, our periodic curve is now represented by the 
equation 

y = flo + oi cos j; + • ■ ■ +akCoskx+ ■ ■ ■ + a„ cos - x 

+ 6isin:c+ ■ '■ ■ +i*sin*^+ ■ ■ ■ +bn_^^a(^- r) «. 

The n coefficients are determined as above. Thus — 

Oq is the average value of the n ordinates. 

a. is the average value of the n ordinates taken alternately plus and 

a^ or i* is twice the average value of the products formed by multiply- 
ing each ordinate by the cosine or sine of k times the corresponding value 
of*.* 

We note that each coefficient is determined independently of all the 
others. 

If we wished to represent the periodic curve by a Fourier's series con- 
taining » terms, but had measured tn ordinates, where *m > », we should 
have to determine the coefficients by the method of least squares. The 
values of the ordinates as computed from this series will agree as closely 
as possible with the values of the measured ordinates. It may be shown 
that the expressions for the coefficients obtained by the method of least 
squares have the same form as those derived above-t 



J y cos kxdx = at I cos' kx dx, 
since all Che other terms vanish. 

If we replace the integrals by sums, and take For dx the interval 2 r/n, this becomes 

2jyr COS fctr - o* ^^cos' fat, = ^o*, ifAj^oorft?^^ 
= no*, if fc — o or ft — — 
Hence, Jjy, ■■ boo, VyrCos ^ ir " rta^, '^yrcaskxr - ^ a*. 

Smilarly we may show that Xyr sin foe, — - 6*. 

f See A Course in Fourier's Analysis and Periodt^^m Analysis by G. A. Carse and 
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We shall illustrate the use of the above formulas for the coefficients by- 
finding the fifth harmonic in the equation of the periodic curve passing 
through the 12 points given by the following data (Fig. 89). 



* 


» 


o»5. 


. 


»™fl. 


,^.. 


0" 


9.3 


1,000 


0,000 


9-30, 


0,00 


30* 


15.0 


-0.866 


0,500 


-12-99 


7,50 


60= 


17.4 


0-500 


-0,866 


8.70 


-15,07 


90° 


23.0 


0000 


1,000 


0.00 


23,00 


120" 


37.0 


-0,500 


-0,866 


-18.50 


-32,0* 


ISO- 


31.0 


0.866 


0,500 


26,85 


16,50 


ISO" 


15,3 


-1,000 


0,000 


-15.30 


0,00 


210" 


4.0 


0866 


-0,500 


3.46 


- 2 00 


240" 


- 8.0 


-0.500 


0.866 


4,00 


- 6,93 


zm- 


-13,2 


0,000 


-1,000 


0,00 


13.20 


300° 


-14.2 


0,500 


0,866 


- 7.10 


-12.30 


330° 


- 6.0 


-0866 


-0,500 


5.20 


3.00 








s = 


3.62. 


- 6,14 



Os = ■^'^yrcossxr^'o.eo; Aj = fy'^yrSin5Xr'= -1.02. 

Hence the fifth Imrmonic is 0.60 cos 5x — 1.02 sin 5 x. 

It is evident that the labor involved in the direct determination of the 
coefficients by the above formulas is very great. This labor may be 
reduced to a minimum by arranging the work in tabular form. These 
forms follow the methods devised by Runge * for ppriodic curves in- 
volving both even and odd harmonics (Art. 89), and by S. P. Thompson f 
for periodic curves involving only odd harmonics (Art. 90). 

89. Numerical evaluation of the coefficients. Even and odd har- 
monics.— 

(I) Six-ordinate scheme. — Given the curve and wishing to determine 
the first three harmonics, i.e., the 6 coefficients in the equation 

y = Oo + fli cos X -\- Oi cos 2x -\- ot cos 3 a; + 6j sin a: + ftj sin 2 x, 
we divide the period from x = o" to a: = 360° } into 6 equal parts and 

• Zeit. f. Math. u. Phya., xlviii. 443 (1903), lii. 117 (1905); Eriauterung des Rech- 
nungsformulars, u.s.w., Braunschweig, 1913. 

t Proc. Phys. Soc., Jtbc 443, 1905; The Electrician, 5th May, 1905. 

X If the period is taken equal to 3 r/m instead of 2 x, the representing trigonometric 
series has the form 

y-ot + oi COB m9 + (hiMa3rn$+ ■ ■ ■ 



idiere 9 representa 



y the substitution mB " x or 9 ^ */fti the a 



y-(io + aicoa*-|-(ijcosz):-|- ■ ■ ■ 

+ 6.sinx-|-6,sin2xH , 

and this has a period 2 x. The abscissas from 9 = o to 9 = 2 r/m now become the 
abscissas from x — o to x •- 2 t, and we proceed to determine the coefficients in the 
second series as outlined. Having determined the coefficients, we finally replace x by 
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measure the ordinates at the beginning of each interval ; let these be rep- 
resented by the following table; 



Here n ■- 6, and using the formulas on p. 177, we have 

6flo = ya +yi +y2 +ys +yi +yt 

6 flj - Jo -yi +y2 - y» +yi - y^ 

301 "jitocoso'+jicos 6o''+yico9i2o''+5'»cosi8o°+3'4C09240°+ytCOS300° 
3 Oa=3H(C030''+ytCOsr2o''+y! 009240° +y»cos36o''+3'4co948o''+y6cos6oo'' 
361 = josino^+jisin 6o''+yjsini20°+y»9ini8o°+3'49in24o''+yj9in300° 
ih =yosino°+yiMni2o°-|-y!sin24o''-|-y»sin36o''-|-j'4sin48o°-|-y6sin6oo'' 
We arrange the y' 



the y's 


in two rows, 








3-0 




yi 
y* 


yt 


Sum 


») 


Vl 


Vi 


v» 


Diff. 




wr, 


Wi 





where the v's are the sums and the w's are the differences of the quantities 
standing in the same vertical column; thus, Po = ya, i^i = Ji + yst W\ = yi 
— yt, etc. Since cos 240° = cos'izo", cos 300° = co9 60°, etc. We may 
now write 

6ai, = Vo + Vi +Vi +vt 

6at = Vo — Vi +vt — Pa 

3 Oi = Po +' Pi COS 60° + Ps cos 120° + Pj cos 180° 

3 Oj = l^ + Pi COS 120° + Ps COS 240° + Pa COS 360° 

3 Ji = iPi sin 60° + 2Vi sin 120° 

3 6s = iPi 9in 120° + K>2 sin 240° 

We arrange the p's and w's in rows, 



IPs 



Sum 
Diff. 



and we now write 

6ao = pD + pi, 6 as = Jo — 31, 

3 fli = So + J Si, 3ai = po -'^iPi, 

36i--^n, 3*! = -^ii. 

Example, Determine the first three harmonics for the following data 
taken from Fig. 86i. 
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1 ***'' 1 


120" 1 


180° 1 


240" 1 


1 1-77 1 


3.20 1 


—2.20 1 


-1.64 1 


0.47 


1-77 


2.20 


-2.20 




-0.49 


-1.64 





0.47 


1.28 


0.56 




2.26 


3.84 


0.47 


1.28 




—2.20 


0.56 





2.26 

3-84 

— 1.73 1.84 r 6.10 

2 2.67 0.72 s —1.58 

600 = o.ii, 6a»= 1.95, 3fli = 3.03, 

308 = -2.65, 361 = 5-28, 3^ - -I-37- 

Hence, (h = 0.02, ai = i.oi, <h = —0.88, oa = 0.33, 

61 = 1.76, bt = —0.46, 
and y = 0.02 + r.or cosx —0.88 cos 2* + 0.33 cos 3* 

+ r.76sina; — o.468in2x. 
The equation from which the curve in Fig. 86& was plotted was 
3..25in(« + l)+sin(2«-^)+i.m(3» + 3J^) 
= COS a:— 0.87 cos 2 x+o.35 cos 3 a:+i.73 sin a:+o.so sin 2 a:— 0.35 sin 3 a:. 
We observe the close agreement between the two sets of coefficients, 
the small discrepancies being due to the approximate measurements of 
the ordinates for our example. 

4(11) Twelve-ordinate scheme— Given the curve and wishing to deter- 
mine the first six harmonics, i.e., the 12 coefficients in the equation 
y = oo + "1 cos X +at cos 2x + at cos 3 x + a* cos 4 * + Ob cos 5 x 

+a(Cos6a: +ftisina: + issin23: + 6isin3x-|-64sin43C + &ssin53C, 
we divide the interval from x = o to x = 360° into 12 equal parts and 
measure the ordinates at the beginning of each interval; let these be rep- " 
resented by the following table: 
X I 0° I 30° I 60° I 90° 1 120° 1 150° 1 180° I 210° I 240° 1 270° I 300° I 330° 

y| yol yi I 3^ I yi I y* 1 ys I y* I yi I y» I y» I yu I yu 
Here n = 12, and the formulas for the coefficients give 

i2<h = ya + yi + yi + • • ■ + yu 

12 fl, = yo - y, + y, - • ■ ■ - yii 

6 0i = yocoso" -f3r,cos3o'' + yscos6o'' + ■ • • 4- yu cos 330" 
6 oi = yo cos 0° + y, cos 60" + yj cos 120° + • • • + yii cos 660° 

6bi = yt sin 0° + yi sin 30° + yi sin 60° + ■ ■ ■ + yu sin 330" 
6 ii = yo sin 0° -I- yi dn 60° + ytsin 120°" + • • • +yusin66o'' 
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If we arrange the y's in two rows 

yo yi ys yt y* yi y» 
yn yio y» ya yr 

Sum Vq Vi Vi vg vt Vt Vt 

Diff. wi wi W] W4 Wb 

and remember that cos 330° = cos 30°, 310330° = —sin 30', etc., the 

above equations may be written 

l2Ch = Vo + Vi + Pj + ■ ■ • +Vi 

I2at = Vt, — vi +vi — ■ • ■ +v» 

6 Oi = W) + III cos 30° + Vi cos 60° + • ■ • + Vt cos r8o° 
6 oj = vb + fi cos 60° + III cos 120° + • • ■ + va cos 360° 



6i, = 
6h = 



wi sin 30° + wj sin 60° + ■ 
wi sin 60° + Wi sin 120° + ■ 



■ + Ws sin 150° 

■ + K% sin 300° 



If we now arrange the v's and w's in two rows 



Sum 
Difr. 



ffi 



Si 



5s 



the equations may be written 

12 05 = go + 2i + 2i +28 

12 ae = po- Pi +pi - Pa 

6 Oi = 25 + fii cos 30° + 2s cos 60" 

6at = po + Pi. cos 60° + pt cos 120" + Pt cos 180** 



6bi = ri sin 30° 
6 6j = si sin 60° 



+ fi sin 60° + Tf sin 90° 
+ St sin 120° 



Finally, if we arrange the p's, q's, and r's as follows: 



_^ 



Sum lo 

the equations become 

12 Oi, = k+U. 

6 ai = 2ii + 2i sin 60° + ff» sin 30°. 
6 Oi = (pa-pi) + (Pi-pt) sin 30°. 
6aj = fe. 

6 61 = fi sin 30° + ra.sin 60° + fj. 
6 6j = (51 + s%) sin 60°. 



I2at = k — h- 

6 Ob = 26 — 2i sin 60° + ja sin 30°. 
6 04 = (pa+ Pt)-{Pi + Pi) sin 30". 
6 6, = li. 

6bi = n sin 30° — ft sin 60° + f|. 
6 b, ■?,{si — Si) sin 60". 
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We may now arrange the above scheme in a computing form as foU 
lows: 
Ordinates ya yi vt Vi y* Vi y» 



Sum 




Vi 




Vi 


Vt 


Diff. 








W\ 


Wt 




Va 




Vi 


Vi 


Vt 




Vt 




Vi 


Vi 




Sum 


Po 




pi 


p> 


pt 


Diff. 


P7_ 




pi 


Si 





UulCiplienorthsqiun- 
horiiontal rowi before 


0^.^ 


BSiMtttwa 


Bin 30° -0.6 
Bin 80° = 866 

Bin 90= -1.0 


91 


-p. Pi 
Po -P. 


f. 


U li 




•1 »i 


(■ 


















Sum of 2d column 






Sum 
Difference 


6 a. 
60, 


6(i> 

604 


6 a. 


12 a, 
12 a, 


661 
6 6, 


6 6. 
6 6, 


S6. 



Checks: yo-a« + ai+at + Oi+fl4 + «*+08- 

yi - Jii =■ (6t + b,)+Vl(bt+ h) + 2 6,. 
Result: y = Uo + ai cos a: + oj cos 2 a: + ■ • ■ + oe cos 6 * 
+ 6, sin a: + J, sin 2 a; + • • • + 6b sin 5 ». 



«tF 
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Example. In the periodic curve of Fig. 89, the interval from x = 0° 
to a: = 360° IS divided into 12 equal parts and the ordinates jo to yn are 
measured. 

X\ 0° I 30° I 6q° I 90° I I20° I 150° I 180° I 210° ) 240° I 270° I 300° I 330° 

>l9-3|i5-o|i7-4|23-o| 37-o| 3i-o| 15-3 I 4'0 I-8.0I-13.2I -14.2I-6.0 
We shall determine the first six harmonics by the above scheme. 
Ordinates 9.3 15.0 17.4 23.0 37.0 31.0 15.3 

—6.0 — 14.2 — 13.2 — 8.0 4.0 



Sum (r) 9.3 9.0 3.2 
Diff. (u-) 21.0 31.6 


9.8 
36.2 


29.0 35-» 15-3 
45.0 27.0 


9.3 90 3-2 9-8 
153 350 290 
Sum (p) 24.6 44.0 32.2 9.8 
Diff. (g) -6.0 -26.0 -25.8 




21.0 31.6 36.2 

27.0 45.0 
(r) 48.0 76.6 36.2 
M -6.0 -13.4 


24.6 44.0 
32.2 9.8 




48.1 —6.0 

36.2 -25.8 



Diff. (I) 



Uultiplien 


<^"— 


Sine term* 


Ir 


-1.0 ~ 


».« -0.8 


10.8 


66.8 G3.S 


Z "• 


-S.2 -11.0 


11 t 


Sumoiadool. 


-23'.S 


Ai 






00.3 
06.3 


-ii.e 




s.. 


-11.4-flai 
S.8=fl«, 


-3:7-6=; 


.'!i 


3.0-1! «, 


3:!:}S; 


0!4-Bi, 


-»b. 



Oi = — 6.90, 08 = 3.45, Oj = 3.30, flo=9.22, fri = 2i.o8, 61= — 2,8o,is=i.98, 
Os=o.6o, 04=— 0.62, o» = o.25, 6s=— 1.02, &i=i.o7. 

Check: 9.3 = 9.22 - 6.90 + 345 + 3.30 - 0.62 + 0.60 + 0.25 = 9.30. 
21.0 = (21.08— r.02) + 1.732 (—2.80 + 1.07)"+ 2X1.98) =21.02. 
Result: * 

y ■■ 9.22 — 6.90 cos X + 3.45 cos 2 X + 3.30 cos 3 a: — 0.62 cos 4 * 
+ 0.60 cos 5 X + 0.25 cos 6x + 21.08 sin * — 2.80 sin 2 x 
+ 1.98 sin 3 X + 1.07 sin 4 X — I.02 sin 5 x, 
or 

y = 9.22 + 22.18 sin (x - 18.12") - 4.44 sin (2 x ~ 50.93°) 
+ 3.85 sin (3 a: + 59-04°) + I '24 s'" (4 * - 30-09°) 
- 1.18 sin (sx - 30.47") - 0.25 sin (6x- 90°). 

* The coefficients of the &Fth harmonic agree with those found by the direct process 
in Art. 88. The time and labor spent in the computation of all six harmonics by means 
of the above computing form is much less than that spent in the determination of the 
fifth harmonic alone by the direct process in Art. SS. 
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The last result was obtained by using the relations 
at cos kx + bk sin kx = c* sin {kx + ^»). 



i8s 



where 



and <^k = tan~' 



(III) Twenty-four-ordinate scheme. — Given the curve and wishing to 
find the first 12 harmonics, i.e., the 24 coefficients in the equation 
y = Oo + fli cos X + Oi cos 2 x.+ ■ ■ ■ + uu cos 12 x 
+ bisinx + bssm2x + ■ ■ ■ + bu sin 11 x, 
we divide the interval from a; = 0° to x = 360° into 24 equal parts and 
measure the ordinates at the beginning of ejich interval ; let these be repre- 
sented by the following table; 

a: I 0° I 15° I 30° [ 45° I - - ■ I 330° [ 345° 

y I ya I yi I yi I yi \ ■ ■ ■ \ yn \ yw 

If we use the same method as that employed in deriving the r2-ordi- 
nate scheme, we shall arrive at the following 24-ordinate computing form. 
This form is self-explanatory, 

Ordinates ya yi yt ... yu ya 

yw ytt ■ ■ • yu 



Wu 



Su 


m 




Va 


Vi 


Vt 


Di£f. 






Wl 


Wt 




Va 


Vi 




Vi 


Wo 




Va 


Vu 




w. 




Sum 


P> 


Pt 




■ ft 


ft 


DM. 


So 


a. 




■ 9< 








ft 


ft 


ft 


ft 






ft 


ft 


ft 




Sum 


k. 


/i 


h 


h 


DM. 




nh 


mi 


riH 






h 


h 




So 


-S. -<o 




h 


—k 




91 -S. 


-S. -<i 



Hultiplieni 


CofflnBlerms 


Binatarnw 


sin 30° -05 
sin 60° = 0.866 

Bin90° = 1.0 


ffo g, 


"" m. 


-h I, 




k. 


«! (I) 


h k. 


Sum of 1st col. 
Sum of 2d col. 
















Sum 
Difference 


24 oo 
24 a„ 


12 a, 
12 di, 


12* 
12« 


12 0. 


12 b, 

12 6,0 


lit 


12 6, 
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MultiplJOT 


Cosine teraui 


ffiutanni 


Bin 15° = 0.259 
Bin 30° - 0.5 
Bin 45° = 0.707 
Bin 60° - 0.866 
sin 76° - 0.966 
Bin 90° -1.0 


9* 

Si 
Si 

Si 
So 




9. 

-Si 

9' 


ri 


w. 


r* 

-T, 

-rt 

T, 
















Sum of 2d col. 






Sum 
Difference 


12 o, 
12 a„ 


12 «. 
12 a, 


12.1. 
12 a, 


12 6, 
12 6i, 


12 6, 
12 b, 


12 6. 

12 6, 



Checks: jo " oo + ai + Os + . . . + an. 

i Cvi - yu) = 0.259 {*i + *u) + i (fri + 610) + 0.707 (fra + 6,) 
+ 0.866 (^4 + bs) + 0.966 (is + &,)+&,. 
Result: 

y ■■ On + Oi cos x+(h cos 2 * + . . . + ou cos 12 x 
+ 6isina: + frism2a:+ . . . +&iisiniix, 
or y •= co + Cism(x + <Pi) +ctsia(2x + <f>t) + ■ ■ • +cusin(i2* + *u). 
We shall now pass on to the evaluation of the coefficients when only 
the odd harmonics are present.* 

go. Numerical evaluation of the coefficients.' Odd harmonics only. — 
Most problems in alternating currents and voltages present waves where 
the second half-period is merely a repetition below the axis of the first 
half-period; the axis or zero line is chosen midway between the highest 
and lowest points of the wave (Fig. 86c) . We have shown in Art. 86 that, 
in such cases, the trigonometric series contains only the odd harmonics. 
Furthermore, since the sum of the ordinates over the entire period is 

evidently zero, then (h = - ^y = o, and the series does not contain the 

constant term at,. Again, since 

cos k {x + ir) = cos {kx + At) = — COS kx, when k is odd, 
sin jfe (* + it) = sin {kx + Ht) = — sin kx, when k is odd, 

and y,f, = —yi, ■'■ y^^ cos fe (x + ir) = y, cos kx, 

and 2)y *^s J^* ^132 t''^ same value over the second half-period as over the 

• T. R. Running, Em^urical Formulas, p. 74, gives similar schemes with 8, 10, 16, 
and 20 ordinates, for waves having even and odd harmonics. H. O. Taylor, in the 
Physical Review, N. S., Vol. VI (1915), p. 303, gives a somewhat different scheme with 
24 ordinates for waves having even and odd hannonics. A very convenient computing 
form for the above scheme with 24 ordinates has been devised by E. T. Whittaker for 
use in his mathematical laboratory at the University of Edinburgh; see Carse and 
Shearer, iUA., p. 23. 
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first half. Hence in finding the coefiicients we need merely carry the 
summation over the first half-period; thus, 



a* = - 2y COS kx, 



- ^y sin fee, 



where k is odd, x and y are measured In the first half-period only, and n 
is the number of intervals into which the half-period is divided. 

(I) Odd harmonics up la the fifth.~Given the curve and wishing to 
determine the coefficients in the equation 

y=oicosa:-|-aacos3 x-|-a*cos 5 a:+6isina:+6isin gar+frssin 5 x, 
we choose the origin where the wave crosses the axis, so that when 11:^ = 0, 
ya ™ o, divide the half-period into 6 equal parts, and measure the 5 ordi- 
nates yi, yt, ys, yt, yt. Thus we have 

X I 30° I 60° I 90° I 120° I 150° 



yt 



y* 



For the coefficients we have the following equations: 
301 = yicosjo" +yicos6o° -Hyjcosgo" +y*cos 120° + ysCosi5o* 
3 Oa = ji cos 90° + yi COS 180° + js cos 270° + yt cos 360° -|- yt cos 450' 
3 o» = yi cos 150° + yi cos 300° -|- jj cos 450° + y* cos 600° + ys cos 750= 
3 61 = J] sin 30° -|- ys sin 60° + yt sin 90° + yt sin 120° -f yj sin 150' 
3 6j = yi sin 90° -|- y* sin 180" + y, sin 270° + y* sin 360" + ys sin 450' 
3 &s = yi sin 150° + yi sin 300" + ys sin 450" + y, sin 600° + y» sin 750' 
Simplifying and replacing the trigonometric functions by their values 
in terms of sin 30° and sin 60°, we may write 

3 fli = (ya - yi) sin 30° -I- (y, - y*) sin 60". 
3 fli = —(yi — yt) sin 90°. 
3 06 = {ys - yO sin 30° - (y, - y^) sin 60°. 
3 *i = 0"! + ys) sin 30° + (yj -H y*) sin 60° + jj sin 90°. 
3bi = (yi~-yt+ ys) sin 90". 

3 6s = (yi 4- y») sin 30° - (ys + y*) sin 60° -I- y* sin 90". 
We may conveniently arrange the work in the following computing 
form : 



Uultiplierti 


C«i»Mmi« 


-- 


sia30°-0.S 
ain 60° =0.866 
ainW^l 


d, 

di 


-d. 


Sl 




Sum of let col. 
Sum of 2d col. 










Sum 
Dift. 


3 a, 
3ai 


3 a, 


3 6, 
3 6, 


3 6, 



Sum Si Si St 

DiS. di d. 

Checks: o = ai -f- oj + «»■ 
y» = &i - &» + &». 

Result: 

y - oi cos a: -fo, cos 3 X 4- as cos 53c -f 61 sin a: + 6» sin 3 a: + 6» sin 5 x. 
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The following example will illustrate the rapidity with which the a> 
efficients may be determined. 

Example. We wish to analyze the symmetric wave of Fig. 900, i.e., 
to find the coefficients of the ist, 3d, and 5th harmonics. Choose the 
X-axis midway between the highest and lowest points of the wave, and 




Fig. 90a. 



the origin at the point where the wave crosses this axis in the positive 

direction. Then divide the half-period into [6 equal parts and measure 

the ordinates yi, ■ . . , yt- These are given in the following table: 

X I 30° I 60° I 90° I 120° I 150° 

y I 10.7 I 2.8 I 20.5 I 26.5 I 16.6 

We arrange the work in the above computii^ form. 



10.7 2.8 20.5 
16.6 26.5 



Sum is) 27.3 29.3 20.5 
DifE.(<i) -5.9 -23.7 



ll + Ol + Ofi 



Uultlplien 


CsiDe lenn« 


Sioetemu 


05 

0.866 
1.0 


-11.85 
-6.11 


23.7 


13.65 
25,37 

»,5 


27,3 20,5 


Sum of 1st col 
Sum of 2d col 


-5:11 




34.15 
25.37 


20.5 


Sum 
Diff. 


-16.96 

-6.74 


23.7 


59,52 

8.78 


6,8 




ia,=-6.65 
i,- 2.26 


a,-7.fl 


6,=19.84 
6.= 2,93 


b, - 2.27 



-565 +7-90- 2.25 = o. 
19.84 - 2.27 + 2.93 = 20.5 = y,. 
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Result: 

y = —5.65 COS a: + 7.90 cos 3 1 — 2.25COS5X 
+ 19.84 sin a: + 2.27 sin 3 a: + 2.93 sin 5 x. 

(II) Odd harmonics up to the eleventh.— Givea. a symmetric curve and 
wishing to determine the coefficients in the equation 
y = Oi cos X +ai cos 3 * + ■ ■ - + Ou cos 11 jc 
+ iisin* +issin3a; + ■ ■ ■ +611 sin 11 x, 

we choose the origin at the point where the wave crosses the axis, so that 
yo =~o, divide the half-period into 12 equal parts, and measure the II 
ordinates yi, yt, ■ ■ • , yn- Thus we have 

* I 15° I 30° I 45° I • • • I 165° 

y \ yi \ yi I y» I • ■ • I yu ■ 

For the coefficients we have the following equations: 

6 oi = yi cos 15° + ys cos 30° + ■ • • + yii cos 165". 
6 O) = yi cos 45° + yi cos 90" + ■ ■ ■ + yn cos 495°. 

6bi = yi sin 15° + ya sin 30° + ■ ■ ■ + yn sin 165°. 
6 is = yi sin 45° + ys sin 90" + ■ ■ • + yn sin 495°. 

If we arrange the ordinates in two rows. 



Sum si 5s s» Si St St 

Diff. d, di di di dt dt 

replace the trigonometric functions by their values in terms of the sines 
of 15°, 30°, 45°, 60°, 75°, 90°, and collect terms, we may write 

6 fli = (fisin is'+iii sin y>°-\-di sin 45° +di sin 60°+^! sin 75". 
6 aii= — dfisin i$°-\-di sin 30°— dj sin45''+d4 sin 60°— di sin 75°. 
6 ffls = di sin i5°+(/4 sin 30"— dj sin 45°— dj sin eo^+dssin 75°. 
6 07 = — di sin l5°+d4 sin 30"+^! sin 45" — dj sin 60°— ds sin 75°. 
6 61 = S\ sinis'+Js sin30°+Sj sin45°+J4 sin6o°+y( sin75°+s»siQ90°. 
6&ii= Si sinis"— Si sinso^+Sj sin45''— S4 sin6o''+J6 sin 75° — j» sin 90°. 
6&( = St sinis'+Ss sinjo"— Sj sin45''— S4 sineo^+Si sin75°+jgsin9o''. 
6&J = Sfisinis"— Sj sin 30°— S3 sin 45^+54 sinfe^+Si fflln75''— yisin9o''. 
6 08 — (di — di — ds) sin 45" — d*sin90°. 

6o» = — (di — dj — ds) sin 45° — d4sin90°. 

6 &» - (si + s» - S5) sin 45" + (s, - S()sin90°. 

6 ^ ■■ (si + Si - Si) sin 45° - (sj - 5«)sin90°. 
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We may conveniently arrange the work in the following computing 
form: 

yi yt y» y* y^ y» si+si - s^ = n 

yii yin y» y» yr s,-si = r. 

Sum Si St Si $4 is St di — di — lis = ci 

Diff. di dt dt <U di 



Uultipl»ni 


C«iii»t«nn> 


ffiDetsmu 


ain 15° -0.250 
Bin 30° -0.5 
Bin 46° -0.707 

sin 60° -0.866 
Bin 75° - 0.966 
sin 90" -1,0 


d, 
d. 

di 


ei 
-rf. 


d. 


«1 


r. 






























Diff. 


6 at 
6 flu 


6a. 
6a, 


6ai 

607 


6 6. 
6 6i] 


6 6) 
6 6, 


6 6. 
66, 



Checks: 
Result: 



fli + a» + fl6 + Or + <i» + flu = 0, 
bi-h + bi-b7 + b»-bii = yt, 
3i COS X +ai cos 3 a: + • • ■ + an cos 1 1 x 
&i sin X + ij sin 3 a: + ■ ■ ■ + bn sin r i a:. 




Fig. 906. 



Example. Fig. 90* represents a half-period of an e.m.f. wave whose 
frequency is 60 cycles. We wish to find the odd harmonics up to the nth 
order. Choose the a:-axis midway between the highest and lowest points 
of the complete wave and the origin at the point where the wave crosses 
the a:-axis in the positive direction. Divide the half -period into 12 equal 
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jii. These are given in 



parts and measure the ordinates yt, ys 
the following: table: 
X I 15° I 30° I 45° I 60° I 75° I 90° I '05° I 120° I 135° I 150° I 165° 
y \ 4 I 21 1 19 I 27 I 29 I 33 I 46 I 38 I 50 I 30 I 33 
We arrange the work in the above computing form. 

4 21 19 27 29 33 37 + 69 - 75 = 31 - n 

33 30 50 38 46 51-33 = 18 = r. 



Sums (s) 
Diff. id) 


37 51 69 65 75 33 
-29- 9-3I-II-I7 


-29+31 


+ t7 = 


19 = Ci 


MultipUeni 


C(«»t«iiu 


fflnaUnnB 


0.259 
0.5 
■0.707 
0.866 
0.966 
1.0 


-4.4 
-5.5 

-21.9 

-7.8 


13.4 
11.0 


-7.5 
-5,5 

21,9 
7,8 

-16,4 


9.6 

25.5 
48,8 

66.3 
72,5 

33,0 


21.9 
18.0 


19.4 

25.5 
-48,8 

-66,3 
35.7 


Sum 1st col 
Sum 2d col. 


-13.3 
-54.3 


11,0 
13.4 


2,3 
-2,0 


130.9 
114,8 


21.9 

18,0 


6.3 
2.2 


Sum 
Diff. 


-67.6 
41.0 


24.4 
-2,4 


0.3 
4.3 


245,7 
16,1 


39,9 
3,9 


8.5 
4,1 


Divide by 6 


a, --11.27 
0,1- 6.83 


a.- 4.07 
a,- -0.40 


0,-0.05 
a,-0,72 


61 =40.96 

6,1- 2,68 


6, = 6.65 
6,-0.65 


6.-1,42 
67-0,68 



Check: 
ai+at+ ■ ■ • +Oii= -11.27+4.07+0.05+0.72-0.40 + 6.83 = 0, 
bi-bt+ ■ ■ ■ —bn = 40.95-6.65 + 1.42-0.68+0.65-2.68 = 33.01 =y,. 
Result: 

y = — 11.27 cos a: + 4.07 cos 3 a: + 0.05 cos 5 a: + o.72cos7x — 0.40COS9* 
+ 6.83 cos 1 1 a: + 40.95 sin X + 6.65 sin 3 a: + 1 .42 sin 5 a: 
+ 0,68 sin 7* +0.65 sin 9 a: + 2.68 sin 11 x. 
(Ill) Odd harmonics up to the seventeenth. — Given a symmetric curve 
and wishing to determine the coefficients in the equation 

y = ai cos X + as cos 3 x + • • ■ + ai7 cos 17 x 
+ 61 sin X + 6a sin 3 X + • ■ ■ + Jit ain 17 X, 
we choose the origin at the point where the wave crosses the axis, so that 
Jo = o, divide the half-period into 18 equal parts, and measure the 17 
ordinates jt, ys, . ■ ■ , ya- Thus we have 

X I 10° I 20° I 30° I ... I 176° 

y \ y\ I 34 I y* I ■ . ■ I yn 

If we use the same method as that employed in deriving the 11 -ordi- 
nate scheme, we shall arrive at the following 17-ordinate computing form. 
This form is self-explanatory. 
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Sum 
DM. 






Uultijilien 


Cosine terms 


s™eu™. 


ain 10° -0.1737 
Bin 20° -0.3420 
ein3O°-O.SO0O 
Bin 40° = 0,6^ 
Bin 60° = 0.7660 
sin 60° = 0.8660 
Bin 70° -0.9397 
Bin 80° = 0.9848 
Bin 90° -1.0000 


d: 

d, 
d, 


ei 


d, 

-d, 
-d. 
d, 


dt 

-rf7 

-A 




s. 

Si 


r, 
rj 


— Sl 

s, 

-3. 

8, 
3, 


— 8, 

-Sl 

»1 

». 

— Sl 


























Sum of 2d col. 




















Sum 
Diff. 


9 a, 

9«17 


9 a, 
9 a,. 


9a. 
9ai, 


9 a, 
9a„ 


9 a, 


9 6i 

9bl7 


9t, 

9 6i, 


9 6, 
9&1, 


9 6, 
9 6i, 


9 6. 



Check: «i + Oa + as + ■ ■ ■ + Ou = o, 

bi~b, + h- ■ ■ ■ +b„ = y». 
Result: y = fli cosx + Ojcos 3 x + ■ - ■ + aiycos 17 a: 

+ 61 sin a: + 65 sin 3 x + ■ ■ ■ + bn sin 1 1 x. 
Similar computing forms may be constructed for symmetrical waves 
laining odd harmonics up to the seventh, ninth, etc., orders. 

Numerical evaluation of the coefficients. Averaging selected 
ordinates.* — We are to determine the coefficients in the trigonometric 
series 

y = Oo + oi cos X + ch cos 2 x + ■ ■ • + ai, cos kx + • • • 
+ 61 sin x + 6a sin 2 3C + • ■ ■ + 6t sin ix + ■ ■ ■ . 

Let On and &« represent the coefficients of any harmonic. We divide 
the period 2 -r into n equal intervals of width 2 t/m and measure the ordi- 
nates at the beginning of these intervals. We have the table 



* These methods have been developed by J. Fischer-Hinnen, Elekrotechnische 
Zeitschrift, May 9, 1901, and S. P. Thompson, Proc. of the Phys. Soc . of London, 
Vol. XXIII, 1911, p. 334. See, also, a description of the Fischer-Hinnen method by 
P. M. Lincoln, The Electric Journal, Vol. 5, 1908, p. 386. 
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Substituting these pairs of values in our series, we have n equations 
of the form 

Jr = Oo + fli cos Xr + Ot COS 2 Xr + ' * ■ + fl* COS kx, + ■ • • 

+ bisiax, +btsia2XT + ■ ■ ■ + br sin kx, + ■ ■ • , 
where r takes In succession the values o, i, 2, 3, . . . , b — r ; adding 
these n equations, we get 

2) > = noo+ai'^cos Xr+ • ■ • +at'^cos kx,+ ■ ■ ■ + bk^ain kxr+- • • , 

where the summation is carried from r = otor = « — I. 

If we let ^ = i — in the expressions for X cos (a + r(3) and 

2) sin(a + rP) derived in the note on p. 175, these become 

S/ , , 2^^ sinftir / , k(n—l)w\ . . , 

cos(a+«r — 1= - — ,, , . cos(a-t — ^ ^-1 = 0, since smfar=o, 
V n / sin (kr/n) \ n / ' 

2- / 1 1 2a-\ sin^ . / , A(n— i)t\ . . , 

sm[a+kr — 1= -; — ,, , . sm ( a H — ^ ^~ I = o, amce sin fer = o, 
\ B / sin ikr/n) \ n / ' 

except when A is a multiple of n, for then both sin kr and sin {kr/n) are 
equal to zero and the fractional expression becomes indeterminate. But 
when it is a multiple of n, 



.cos a = n cos o 



,sin a = n s 



Xcosfa + kr — I = Xcos (a + multiple of 2ir) = Xi 

2)sin (a + ftr ~) = 2)^'" ^^ + multiple of 2sr) = JJi 
Hence we may state 

Vcos I a + kr — 1 = o, except when ft = «, 2 », 3 n, . . , 

= n cos a, when i = », 2 », 3 « 

^sinla + ir — J = o, except when it ™ n, 2 k, 3 », . . . 

= n sin oe, when ft = », 2 n, 3 n 

(i) If we start our intervals at «o = o, then Xt = r — , and 

^coskxt = 2)cos(d + kr — 1 =» o, except when ft = b, 2rt, 3»v . . . 

= n cos o = B, when ft = b, 2 b, 3 «, . . , . 
2)sin kxr — Xsin I o + ftr — 1 = o, for all vjilues of A. 

•"• X^' ^ ruui + non + not, + • • ■ = B(ao + 0. +0*, +Oj, + ■ • • )• 
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(2) If we Start our intervjils at xo' = -, then x,' = —-\- t — and 
Vcosfea:/ = 5)cos(j6-+^r — 1 = o except when k = n,2n,-^n, . . . 

far| = n when fe=2n, 4M, 6», . . . 
= BCOS — 1 , , ^ 

n [= — nwhenB = n, 3n, 5«, . . . 

2}sinfea:/ = ^sinfi^ - -\- kr —]= o for all values of k. 

= n{ao — o„ +ai„ - fliB 4-a*« — ■ ■ ■ ). 
Subtracting the second set of ordinates, /, from the first set, y, we 
have 

'%y'-'%y''=%{yr-yr)=yt,-yo'+yi~yi-^yi-yi+ ■ ■ • +3'«-i-/»-t 
= 2 « (o„ +<!,„ + o,, + ■ ■ • ). 

or o„+a,„+a»,+ ■ • • = i(3F,-y4y,-yi'+ . . . +y^j_y^j). 

The first set of « ordinates start at a; = o and are at intervals of 2 ir/n, 
and the second set of « ordinates, start at a; = ir/n and are at intervals of 
2 ir/n; thus, the period from 3: = otoa: = 25ris divided into 2 n equal 
parts each of width v/n (Fig. 910). Hence, 

//, starting ai x '^ o, we measure 2 n ordinates at intervals of r/n, the 
average of these orditiates taken alternately plus and minus is equal to the 
sum of the amplitudes of the nth, 3 ntk, 5 nth, . . . cosine components. 



/5. 



Thus, to determine the sum of the amphtudes of the 5th, 15th, 25th, 
. . . cosine components, merely average the 10 ordinates, taken alter- 
nately plus and minus, at intervals of 180" -i- 5 = 36°; or at 0°, 36°, 72°, 
.... 324" (Fig. gic) ; therefore 
«* + oi» + a» + ■ • ■ = ^(yo- yst+yn-ym + yi*i-ym +ytu . 
— ywt+y3x — ym)- 
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If the 15th, 25th, . . . harmonics are not present, then 
ai = -hiyo — yu + yn — ym+ Jim — yifo + ynt — yiw + Jms — yxtt). 

(3) Similarly, if we start our intervals at xo = — , then x, = — + r — , 
and 

Vcos kxr = Vcos (k h kr — 1 = o for all values of k, 

2)sin kx, = 2Jsin (k \- kr — 1 = o except when ife = «, 2 m, 3 n, , . . 

n when k = «, 5 n, 9 n, . . . 

o when ife = 2 m, 4 n, 6 n, . . , 

— « when Jb = 3B, 7 M, II B, , . , 

.*• ^yT=fia9+nb^—nb»n+nbi„~ ■ ■ ■ =»(oo+6n-6»»+iw— ^7-+ • • • ) 

(4) Again, if we start our intervals at So' = 1--. then 

*,' = ^— + r — , and 
2M n ' 

^(x^ kx,' =^€os(k- — \-kr~]= for all values of k, 

2^sinfe*r' = 2)s'n(* +*'"—)= except when fe = n, 2B, 3«, . . . 



I=— Bwhen;b= b, 5 b, 9B, . 
= o when k = 2n,^n, 6b,. 
— n when A = 3 b, 7 b, 1 1 «, . 



.'. 2jyr' = «a(t — «&«+«&S« — MABn+ ■ • • =«{afl — in+Jin — 6*i.+&T.— ■ • - )- 
Subtracting the second set of ordinates, y', from the first set, y, we 
have 

^yr-^yr'=-^Q-yt')'-ya~yo' +yi.-yi + • ■ ■ +y— 1-5^— i 
= 2 « (6,. - 6,, + 6s, - &T, + ■ ■ ■ )■ 

or K—bi„+bi„—hin+ • ■ ■ = — (ja—ya +yi—y\' + • • ■ +yn-i—y'n-i)- 

The first set of n ordinates start at a: " ir/2 b and are at intervals of 

2 t/», and the second set of n ordinates start at « = H - and are at 

intervals of 2 r/n; thus the period from x = r/s n to x = 2 t + ir/2 n 

is divided into 2 n equal parts each of width — Hence, 

If, starting at x = t/2 b, we measure 2 n ordinates at intervals of ir/n, 
the average of these ordinates taken alternately plus and minus is equal to the 
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sum of the amplitudes, taken alternately plus and minus, of the nJA, 3 nth, 
5 nth, . . . sine components. 

Thus to determine the sum of the amplitudes, taken alternately 
plus and minus, of the 5th, 15th, 25th, . . . sine components, merely 
average the ID ordinates taken alternately plus and minus, at intervals 
of 180° -^ 5 = 36°, starting at j: = 180° -^ 10 = 18°, i.e., at k = 18°, 
54°, 90° 342° (Fig. 91c); therefore 

bt-bii + bn- ■ ■ ■ = -^ (yu - vh + y» - ym + yiKi - ym + ytu 
- ym + yvit- yut)- 

If the 15th, 25th, . . . harmonics are not present, then 

bi = -/ts (jia - yu + y» - yttt + ym - ym + yi3* - ym + yvx- yia)- 

We may also note that the set of 2 » ordinates measured for deter- 
mining the b's lie midway between the set of 2 n ordinates measured for 
determining the a's, so that to determine any desired harmonic we 
actually measure 4 n ordinates, starting at x = o and at intervals of 
»/2 n. We use the ist, 3d, 5th, ... of these ordinates for determining 
a, and the 2d, 4th, 6th, ... of these ordinates for determining b. 

If the higher harmonics are present, these must be evaluated first. 
The absolute term at, is obtained from the relation 
ya = ih+ai+at + a3+ ■ ■ ■ ■ 

We shall now illustrate the methods developed by an example. 

Example. Given the periodic wave of Fig. 89 and assuming that no 
higher harmonics than the 6th are present, we are to determine the co- 
efhcients in the equation 

y = do + Oi cos X + ot cos 2 dc + ■ ■ - + a, cos 6 * V 

+ 61 sin X + &i sin 2 x + - • ■ + Ag sin 6 *■ 

To determine a« and i« measure 12 ordinates at intervals of 30° be- 
ginning at a: = 0° and x = 15° respectively (Fig. 916) ; then 



40ir 
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at = i3(yo-y»a+yw~yK+ ■ ■ ■ + y»w - ym) 

= is (9-3 - 150+ »7-4 - 230 + 37-0 - 31-0 + 15-3 - 4-0 - 8.0 + 13.2 
- 14.2 + 6.0) = 0.25. 
bt = '^(yu-yii+yn-yiK+ ■ ■ ■ + ym - ytn) 

= 1^ (130 - 16.0 + 19.5 - 31.0 + 35-3 - 23-8 + 10.5 + 5.7 - 10.0 
+ 14.5- 11.0-0.5) =0.52. 



WtJ" 




Fig. gif. 



To determine Os and h measure ID ordinates at intervals of 36°, 
beginning at x = 0° and x = 18° respectively (Fig, 91c) then 

ai = -^ {yo - ytt + yii ~ y\s» + • • ■ +ym~ ym) 

= A. (9-3-I5-3 + I8.8-32.8+33.0-I5.3-I.O+9.5-I5.0+S.4) 
= —0.04. 

As = -A (yi8 - yu + y»- ym+ • ■ ■ +yw~ yta) 

= -h (I3-8-I6.8+23.0-36.8+25.5-9.0-7.7 + I3.4-I3.2+I.5) 
= -0.63. 



sis" eks° >ik<° r rska' 

46' «° 135° tSO' 



3is' y X 
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To determine o* and bt measure 8 ordinates at intervals of 45°, be- 
ginning at X = 0° and x = 22j° respectively (Fig. 911/) ; then 

o» = J (yo - y« + jM - yiM + ■ • ■ + 3^70 - yni) 

= J (9-3 - 16.0 + 23.0 - 35.3 + 15.3 + 5.7 - 13-2 + ir.o)= -0.03. 
64 = i (j'M.s — yi3.i + yiis.fi — • ■ ■ + ysB.s - yw.i) 

= i (14-5 - i8-o + 35-0 - 277 + 77 + 8-8 - i4-7 + 3-o) = i-o8. 

To determine at and ia measure 6 ordinates at intervals of 60", be- 
ginning at jc = o and x = 30° respectively (Fig. 916); then 
oa = l(yo - yto + yiK - yuB + ym - ym) 

= i (9-3 - 174 + 37-0 - 15-3 - 8.0 + 14.2) = 3.30. 
bi = iiym- yx + ym- ym +ym- ym) 

= i (15.0 - 23.0 + 31.0 - 4.0 - 13.2 + 6.0) = 1.97. 

To determine Oj and bt measure 4 ordinates at intervals of 90", 
beginning at a: = 0° and * = 45° respectively (Fig. 916); then 

at + at = l(y<,-yw + ym -ym) = I (9-3 - 23.0 4- 15-3 + 13-2) = 370. 

••■ <h = 345- 

bi-bt = i(y»- yiM + ym - ym) = i (16.0 - 35-3 - 57+ii.o) = -3-50. 

.'. 6! = -2.98. 

To determine ai and bi measure 2 ordinates at intervals of 180", 
beginning at a; = 0° and x = 90° respectively (Fig. 916); then 

Oi + a» + 06 = J (yo ~ yi») = 5 (9-3 - 15-3) = -3-00. •'■ ^i = -6.26. 
bi~ bn + h = ^ (yw - ysTo) = J (23.0 + 13.2) = 18.10, /. 6, = 20.60. 

To determine oo we have 
oo + Oi + os + as + Oi + a» + 0( = yo = 9-3. ■*■ "« = 8.63. 
Result : 

y = 8.63 —6.26 cos a; +3.45 cos 2 a: + 3.30 cos 3 :c — 0.030034* 
— 0.04 cos 5 X + 0.35 cos 6*4- 20.60 sin x — 2.98 sin 2 a: 
+ 1 .97 sin 3 a; + 1 .08 sin 4 a: — 0,63 sin 5 a: + 0.52 sin 6 a:. 

This result agrees quite closely with that of Art. 89, p. 184; the differ- 
ences in the values of the coefficients are due to the fact that by the 
method of Art. 89 only the ordinates at 0°, 30°, 60°, . . . , 330" are used, 
whereas by the method of this Art. a large number of intermediate ordi- 
nates are used. If the curve is drawn by some mechanical instrument, 
the present method will evidently give better approximations to the 
values of the coefficients; but the labor involved in using the computing 
form on p. 183 is much less than that used in measuring the selected 
ordinates above, 

92. Numerical evaluation of the coefiScients. ATeraging selected 
ordinates. Odd harmonics only. — If the axis is chosen midway between 
the highest and lowest points of the wave and the second half-period is 
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merely a repetition below the axis of the first half-period, then only the 
odd harmonics are present. If the ordinates at * = jCr and x = x, + x 
are designated by y, and yr4ir respectively, then y,^ = — y,. In the 
method of averaging selected ordinates, the 2 n ordinates are spaced at 
intervals of r/n and are taken alternately plus and nunus; then y,*^ is 
at a distance r = n (v/n), or n intervals, from y,, and since n is odd, y^t* 
will occur in the summation with sign opposite to that with which y, 
occurs, so that, e.g. 

On + th^ + ■ ■ ■ = 

j^\yo-yi + ---±yr--- - y^, + yi-^' - ■ • ■ =Fyr*^ 
= ^(3ya-2yi'+ ■ • ■ ±2y, - - ■ ) 
-'^(yo-yi'+ • • • ±yr- • ■). 

Hence we need merely divide the half-period into n equal intervals and 
average n ordinates. We may therefore restate our rules for determining 
the coefficients if the wave contains odd harmonics only. 

If, starting at x = o, we measure n ordinates at intervals of'*/n, the 
average of these ordinates taken alternately plus and minus is equal to the 
sum oj the amplitudes of the nth, 3 nth, 5 nth, . . . cosine components. 

If, starting at x = v/2 n, we measure n ordinates at intervals ofr/n, the 
average of these ordinates taken alternately plus and minus is egual to the 
sum of the amplitudes, taken alternately plus and minus, of the nth, 3 nth, 
5 nth, . . . sine components. 

Furthermore, Oo = o since the sum of the ordinates over the entire period 
is zero. 




Example. Assuming that the symmetric wave of Fig. 92 contains no 
higher harmonics than the 5th, we are to determine the 1st, 3d, and 5th 
harmonics. Applying the above rules we have 
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Oi = i (yo ~ y»» + yn - ym + yi**) 

= J (o - 8.6 + 6.3 - 27.7 + 19.0) = -2.20. 
bi = i (yi8-yM+3'M-yiM+yiM)= J (11.3-27+20.5-25.5+10.7) = 2.86. 
at = k (yo -yw + ym) = ^ (o - 2.8 + 26.5} = 7.90. 
bt = l{yK'~yK + ym) =i (10.7 - 20.5 + 16.6) = 2.27. 
oi + aj + Os = i (yo) = O, /. o. = -5.70. 

bi~bt + h = \ (yw) = 20.5, .-. 61 = +19-91- 

Result: 

y" -5.7oco8a: + 7.9ocos3a: - 2.20COS5JC 
+ 19.91 sin X + 2.27 sin 3 a: + 2.86 sin 5 x. 
We may compare this result with that obtained for the same curve 
by the use of the computing form on p. 187. 

If only the ist and 3d harmonics had been present in the above wave, 
we should have 

os = i (yo - y*. + yuo) ; &i = i (yao — yw + ym) ; 

ai + Ot = ya = 0; Ai — 61 = yta. 

If all the odd harmonics up to the ninth had been present in the above 
wave, we should have 

a* = i (Jo - yw + y*) - y«o + yw - yioo + yiao - yuo + yiw) ; 
6» = i (yio - yao + yw - yro + yw - ym + ym - ym + ym) ; 

<h = \{yo- yw.Ti + yei.w - yn.w + ym.at - ym-st + yiH.ss) ; 

67 = i- {ya.se - ys8,67 + yM,M - yw + ym.n - yiuM + yn7.u) ; 

fls = i{yo - yM + y7i - ytos + yiw); h = Hyis-yM +y»-yiM+ym); 

«! +«» = i(yo ~ yw +yao); f>a - b» = l(y»- y» + yiso); 

Oi + Oi + Ob + 07 + a» = yo = o; b, - bt +b& - bi + h = yx- 

Similar schedules may be formed for determining the odd harmonics 
up to any order. 

93. Graphical evaluation of the coefficients. — Various graphical 
methods have been devised for finding the values of the coefficients in 
the Fourier's series, but these are less accurate and much more laborious 
than the arithmetic ones. The graphical methods, while interesting, are 
of little practical value in rapidly analyzing a periodic curve, so that we 
shall describe here only one of these methods — the Ashworth-Harrison 
method.* 

If, for example, we divide the complete period into 12 equal intervals 
and measure the 12 ordinates, we shall have the table 

a: I 0° I 30° I 60° I 90° I 120° I 150° I 180° [ 210° I 240° I 270° I 300° I 330° 



• Electrician, Ixvii, p. i88, 191 1 ; Engineering, Ixxxi, p. 201, 1906. Other methods 
are briefly mentioned and further references are given in Modern Instruments and 
Methods o[ Calculation, a handbook of the Napier Tercentenary Celebration. 
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We have already shown (p. i8i) that 

6 fli = 5)yr cos Xr = yo cos o° + 3^ cos 30° + • • • +yu cos 330", 

6 61 = 2)?' sin Xr = yo sin o" + ji sin 30° + . . . + yn sin 330'^. 

It is evident that if we consider the y's as a set of co-planar forces 
radiating from a common center at angles o", 30°, 60°, . . . > the sum of 
the horizontal components is equal 
to 6 ffli and the sum of the vertical 
components is 6 &i. To facilitate the 
finding of these sums we may draw 
the polygon of forces, starting at a 
point and laying off in succession 
the ordinates, each making an angle 
of 30° with the preceding, as in Fig. 
93(1 (proper regard must be had for 
the signs of the ordinates). The 
polygon of forces may be constructed 
rapidly by means of a protractor 
carrying an ordinary measuring scale 
along the diameter. Then, OA, the 
projection of the resultant OP on the 
horizontal, is equal to 6 ui, and OB, 
the projection of the resultant OP on 
the vertical, is equal to 6 61, Further- __hj 
more, if we write oi cosx + 6i sin a; 
= Ci sin (x + ^i), then the length 
of OP is 6 Ci and the angle FOB is <t>i- In Fig. 93a we have made the 
construction for the determination of at, bi, Ci, and ^ for the periodic 
curve drawn in Fig. 89 using the table of ordinates on p. 184. We find 

OA = 6ai = —41.4, OB = 6bi = 126.0, OP = 6 ci = 134, 
Z POB = <f>i= -18.1"; 
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Fig. 93a. 



ai = 



-6.9, 



= 21.0, 



= 22.3, 



These results agree very closely with those obtained on p. 184. 

We may find a* and bt by laying off in succession the ordinates, each 
making an angle of 60° with the preceding ; we proceed similarly in finding 
the other coefficients. A separate diagram must be drawn for each pair 
of coefficients. 

More generally, if we divide the complete period into n equal intervals 
of width 2 ir/» and measure the n ordinates, then (p. 177) 
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-0*= 2iyrC03fec, = Ji)COSO+yiCOSfe(— J+ ■ ■ ■ +y^.icosife- 
-'bk= ^yrSmkx,=yi,sino+yis\nk(—\+ ■ ■ • +3',_isinA 

Hence, if we construct the polygon of co-planar forces by starting at a 
point and laying oH in succession the ordinates, each making an angle 
2 kr/n with the preceding, then OA, 
the projection of the resultant OP 
on the horizontal, is equal to naj,/2, 
and OB, the projection of the result- 
ant OP on the vertical, is equal to 
nbi/2, except when A = o or ft = n/a, 
when we get the values noo, nbt, 
nti„/2, nb„/2, respectively. Further- 
more, the length of OP is nJ2 (or ») 





Fig. 936. 



Fig. 93c, 



times the amplitude c* and the angle between OP and OB gives the phase 
^t of the complete harmonic ct sin {kx + ^), 

Example. Analyze graphically the periodic curve in Fig. 866. 

As in the example on p. 181, we shall find the first three harmonics 
from the data 

X \ 0° I 60° I 120° I 180° I 240° I 300° 



Here 



0.47 



1.77 



-1.64 



-0.49 



6ao = yo +yi + ■ ■ ■ 


+ J. 


= O.II; 


oa = 


0.02. 


6 fli = yr, - yi + ■ ■ ■ 


-y. 


- 1-95; 


at = 


0.33. 


3 01 - 0/1 (Fig. 93S) 




- 3.09; 


Ot = 


1.03. 


ih-OB (Fig. 93S) 




- 5.35; 


*■- 


1.78. 


3a = OP (Fig. 936) 




= 6.25; 


Cl = 


2.08, 


3 0, = 0^ (Fig. 93e) 




= -2.67; 


at = 


-0.89. 


3 i,- OB (Fig. 93e) 




= -1-35; 


». - 


-0.45. 


3a-Oi'(FiB.93rt 




= 3.00; 


Ct = 


1.00, 



biGooi^lc 



Art. 94 MECHANICAL EVALUATION OF THE COEFFICIENTS 203 

Result: 

y = 0.02 + 1.03 cos X - 0.89 cos 2 a: + 0.33 cos 3 x 
+ 1.78 sin X — 0.45 sin 2 x 
= 0.02 + 2.08 sin (x + 30°) +sin (ax — 60°) -o.33sin(39: —90"). 

Note the close agreement of this result with that obtained by the 
arithmetic method on p. 181. 

94. Mechanical evaluation of the coefficients. Harmonic analyzers. 
— A very large number of machines have been constructed for finding 
the coefficients in Fourier's series by mechanical means. These instru- 
ments are called harmonic analyzers. The machines have done useful 
work where a large number of curves are to be analyzed. Among these 
analyzers we may mention that of Lord Kelvin,* Henrici.t Sharp,! Yule,§ 
Michelson and Stratton,|! Boucherot,T[ Mader,*' and Westinghouse.ft 
We shall briefly describe the principles upon' which the construction 
of two of these instruments depend.Jt 

The harmonic analyzer of Henrici. This is one of a number of ma- 
chines which use an integrating wheel like that attached to a planimeter 
or integrator §§ to evaluate the integrals occurring in the general expres- 
sions for the coefficients 

On = — f ydx, a* = - / ycoskxdx, it = - / ysmkxdx 

2vJq tJo rJo 

given on p. 174. 

If the curve in Fig. 94a represents a complete period of the curve to 
be analyzed, then evidently 



£ 



ydx = area OABCDBO; 



so that, if the tracing point of a planimeter is allowed to follow the curve 
OABCDBO, the integrating wheel will give the reading 2 roo, from which 
Ob may be computed. 

• Proc. Roy. Soc., xxvii, 1878, p, 371; Kelvin and Tail's Natural Philosophy. 

t Phil. Mag., xximii, 1894, p. no. 

j Phil. Mag., xxxviii, 1894, p. 121. 

5 Phil. Mag., xxxix, 1895, p. 367; The Electrician, March 22, 1895. 

II Phil. Mag., xlv, 1898, p. 85. 

f Morin, Les Apparcils d'Integration, 1913, p. 179. 

•• Elektrotech. Zeit., xxxvi, 1909; Phys. Zeit., xi, 1910, p. 354. 
tt The Electric Jo|jrnal, xi, 1914, p. 91. 

tt Brief descriptions of all but the last of these may be found in Modern Instruments 
and Methods of Calculation, a haodbook of the Napier Tercentenary Celebration, 1914. 
i{ For the principle of the planimeter and integrator, see pp. 246, 250. 
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Int^rating by parts, we may write 

a»=-/ vcx)sixii«= h— ysitijfex — i- / smkxdy=—-i-' I sinfcjcdy, 

vjp Ifer lo krJo kirJtt 

I H' I I I'' I r^' I p' 

h= I ysinkxdx= —-r-ycoskxl +t- / cosibi:(/y= r- I cosftxdy. 

Now if the planlmeter carries two 
integrating wheels whose axes make at 
each instant angles kx and r/s — kx 
with the y-axis, and the point of inter- 
section of these axes is capable of 
moving parallel to the y-axis, then as 
^°' **"■ the tracer point passes around the 

boundary OABCDBO, these wheels give readings proportional to 

I ^inkxdy and / sin I kx\dy = j coskxdy, 

from which the values of a* and 6* can be found. 

In one form of the instrument the curve is drawn on a horizontal 
cylinder with the y-axis as one of the elements. A mechanism is attached 
to a carriage which moves along a rail parallel to the axis, by means of 
which a tracer point follows the curve while the cylinder rotates; the 
mechanism allows the axes of the integrating wheels to be turned through 
an angle kx while the cylinder ro- 
tates through an angle x. Coradi, 
the Swiss manufacturer, has per- 
fected the instrument so that sever- 
al pairs of coefficients may be read 
with a single tracing of the curve. 





The WesHnghouse harmonic analyzer.— This machine, constructed 
by the Westinghouse Electric and Mfg. Co., is particularly useful in 
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analyzing the alternating voltage and current curves represented by a 
polar or circular oscillc^ram. 

Fig. 946 gives one period of a periodic curve drawn on rectangular 
coordinate paper. In Fig. 94c, the same curve is represented on polar 
coordinate paper. This is done by constructing a circle of any oanvenient 
radius, called the zero line or reference circle and locating any point P 
by the angle $ = x and the radial distance r = y from the zero line. Thus 
the points marked P, A, and B in Figs. 946 and 94c are corresponding 
points. If only the odd harmonics are present, the second half-period 
of the curve in Fig, 946 will be a repetition below the *-axis of the first 
half -period ; in this case, the diameters at all angles of the curve in Fig, 94c 
wilt be equal, and equal to the diameter of the reference circle. The re- 
lation between r and 9, 

r = f{8) =(iicos0+aicos2fl+ ■ ■ - +atcosW-f ■ ■ ■ 
-f 61 sin fl + Aj sin 2 fl + ■ ■ ■ + A* sin M + - - ■ , 
is the function to be analyzed. This is done as follows. 

The circular record of the periodic curve, drawn by hand from the 
rectangular record or directly by the circular oscillograph,* is transferred 




Fig. g^d. 

to a card of bristol board and a template is prepared by cutting around 
the curve. In the initial position the template M (Fig, 94*/) is secured 
on a turntable T so that the axis $ = o lies under the transverse cross-bar 
B. The turntable is set on a carriage D which slides on the rails L. The 
* The Electric Journal, xi, 1914, p. 262. 
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carri^e is given an oscillatory motion by the motion of a crank-pin P 
{Figs. 94c, 94/) attached to a rotating gear G and sliding in a transverse 
slot S on the bottom of the carriage. The carriage thus has a simple 
harmonic motion whose amplitude is the crank-pin radius R. By means 
of a crank and a simple arrangement of gears, the carriage makes k com- 
plete oscillations while the template makes one revolution, when deter- 
mining the ;bth harmonic. 



rJ'^^^^'^'^ P_ 



■(^'"^'g^^- 





Fig. 941. 



Fig. 94/. 



The cross-bar B is attached to the oscillating carriage ; this bar carries 
a pin C held in contact with the edge of the template by means of springs, 
BO that the bar has a transverse motion as the template revolves. Re- 
ferred to a pair of axes xx and yy, the motion of the end of the bar, 
Q(x,y), may be said to consist of two components, viz., the transverse 
motion of the bar, x = r =/(fl), the function to be analyzed, and the 
simple harmonic motion of the carriage, 

{1) y = R sin kd or (2) y = R sin (k0 --j R cos k0, 

according as the carriage is started with the slot S in the dotted position 
of Fig. 946 or of Fig. 94/. A planimeter is attached with its tracing point 
at Q. This point then describes compound Lissajous figures whose areas 
Ai and Ai may be read from the integrating wheel of the planimeter. 



Now from (i), 



-^ = Rk cos ke and from (2) ;^ = -Rfe sin k6, hence 

Ai = T' xdy '= T' rRk cos kedd = Rk T' r cos kede = Rk vat, 

Ai= P' xdy= P' rRk sinke (^ = RkT'Tsinke do = Rkirbt, 

using the formulas for a* and bt on p. 174. 

Therefore at = -ht-, h = -sA- 

Krtt KItK 

Gears are provided to analyze for all even and odd harmonics from i 
to 50, and the shifting of the gears is a very simple matter. 



jabyGoQt^Ie 



1. Sketch the periodic curvea 

y = 2C08 3c; ji-coa2*; y - 2coba: + cos2«.' 

2. Sketch the periodic curvea 

y - 1 +Bmx; y - -j mn 2 *; y - i ^n 3 x; 
y = 1 + sin * - J wn 2 X + i an 3 *. 

3. Sketch the periodic curves 

y = 2 sin (i - 40.5°}; y - wn (2 K + 72-3°); y - i sin (3 * - 90'); 
y - a Bin (* - 40.5') + wn (2 x + 72,3°) + i wn (3 * - 90°). 

4. Sketch the periodic curve 

y - cos « + 0.4 cos 3 X + o-S ain « - 0.5 ain 3 x. 

5. Sketch the periodic curve 

y = cos X + 0.4 cos 3 )c - 0.3 cos 5 a: + 0.5 sin * - 0.5 ain 3 r - 0,3 sin 5 *. 

6. By use of the formulas on p. 177 and the direct method illustrated on p. 179, 
determine the coefficients of the third and fourth harmonics of the periodic curve in 
Fig. 8g; use the table of ordinatea on p. 179. 

7. Determine the first three harmonica of the periodic curve ^ven by the following 
data; use the computing form on p. 180. 

X I 0° I 60° I I20° I 180° I 240° 1 300° 

y I -0.85 I 0.95 1 0.72 I 2.75 I -1.37 I -2.20 

8. Determine the first wx harmonics of the periodic curve given by the following 

data; use the computing form on p. 183. 

X I 0° I 30° I 60° I 90° I 120° I 150° I 180° I 210° I 240° I 270° I 300° I 330° 

y I -18 1 -39 1 -39 1 -8 I 22 I 22 I II I 10 I 14 I 12 I 15 I -I 

9. Determine the first twelve harmonics of the periodic curve given by the following 
data; use the computing form on p. 165. (The curve is a graphical representation of the 
diurnal variation of the atmospheric electric potential gradient at Edinburgh during the 
year 1912.) 

j: I 0° I 15° I 30° I 45° I 60° I 75° I 90° I 105° I tao° I 135° [ 150° I '65° 
y |-i8|-3o|-39]-4i|-39|-32| -8 | 11 | 22 | 24 | 22 | 20 

X I 180° I 195° I 210- I 225° I 240° I 255° I 270° I 285° I 300° I 315° I 330° I 345' 
y I II I 3 I 10 I 16 I 14 I 12 1 12 ! 18 I 15 I 9 I -I I -7 

10. Devise computing forms for determining the even and odd harmonic coefficients 
u»ng 8 and 16 ordinates respectively. 

11. Determine the odd harmonics up to the fifth for the symmetric periodic curve 
given by the following data; use the computing form on p. 187. 

_ X I 0° I 30° I 60°. I 90° I 120° I 150° 
y I O I 676 I 660 I 940 I 1004 I 554 

12. Determine the odd harmonics up to the fifth for the symmetric periodic curve 
from which the following measurements were taken; use the computing lorm on p. 187. 

X I 0° I 30° I 60° I 90° , I 120° I 150° 
y I o I 4 I 9-S I 9 I 3 1 3 
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13. Detennine the odd harmonics up to the eleventh for the symmetric periodic 
curve from which the following measurements were taken; use the computing form on 
p. 190. 

■ « I °° I 'S° I ^°° I '^^° I ^° I ^^° I ^'' I "'^° I '^° I '^^'' I '^"' ' l '^^° 
y I o I 14 I 33 I 52 I 60 I 40 I 27 I 30 I 15 I 18 I 6 I 14 

14. E)eternune the odd harmonics up to the seventeenth for the symmetric periodic 
curve from which the following measurements were taken; uae the computing form on 
p. 192. 

X I 0° I 10° I 30° I 30° I 40° I 50° I 60° I 70° I 80° I 90° 1 100° 1 110° 

y I o I 5 I 9 I 21 I 20 I 21 I 27 I 30 I 29 I 33 I 42 1 44 
130° 1 140° 1 150° I ifo' I '70° 



38 

15. Determine the first three harmonics for the periodic curve from which the fol- 
lowing measurements were taken; use the method of selected ordinates in Art. 91; 
assume that all higher harmonics are absent. 

X \ 0° I 30° I 45° I 60° I 90° I 120° I 135° [ 150° I 180° I 210° J 225° I 240° I 270° 
y I lo.o I 5.0 15-3 I 7^ I 6-0 1-6.8 I-10.9I-8.9 I 10.0 I 18.5) 10.7 1-3-4 1-25-9 

it [ 300 I 315 I 330 

y I -17-3 I -4-7 I 5-1 

16. Detennine the first three harmonics for the periodic curve drawn in Fig. 866; 
use the method of selected ordinates in Art. 91. 

17. Determine the first six harmonics for the periodic curve drawn in Fig. 89; use 
the method of selected ordinates in Art. gi ; assume that all higher harmonics are 

18. Determine the first and third harmonics for the symmetric periodic curve pven 
by the following data; use the method of selected ordinates in Art. gi; assume that all 
higher harmonics are absent 

_ « I 0° I 30° I 60° ] 90° I 120° I 150° 

y I o I 62.9 I 66.5 I 22.4 1 14.9 I 33.3 

19. Assuming that the harmonics h^her than the fifth are negligible, determine the 
odd harmonics of the symmetric periodic curve from which the following measurements 
were taken; use the method of selected ordinates in Art. 92. 

X \ 0° I 30° I 60° I 90° I 120° I '50' 

y \ o I 676 I 660 I 940 I 1004 I 554 

X I 0° I 18° I 36° I 54' I 72° I 90' I 108° I 126° I 144° I 162° 
y \ o I 470 I 7"9 1 678 I 702 I 940 I 1086 I 920 I 639 I 375 

20. Use the method of selected ordinates in Art. 9a to determine the ninth harmonic 
of the curve given by the table in Ex. 14. 

31. Analyze graphically the curve in Ex. 7. 
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CHAPTER Vin. 
INTERPOLATION. 

95. Graphical Interpolation. — Having found the empirical formula 
connecting two measured quantities we may use this in the process of 
interpolation, i.e., in computing the value of one of the quantities when 
the other is given within the range of values used in the determination of 
the formula. It is the purpose of this chapter to give some methods 
whereby interpolation may be performed when the empirical formula is 
inconvenient for computation or when such a formula cannot be found. 

Let the following table represent a set of corresponding values of two 
quantities 



y \ yo 1 yi 1 yt 1 y» ( . . . 1 y, 

where y is a known or an unknown function of x. Our problem is to find 
the value of y = y* for a value oi x = x^ between x<, and «,. 

A simple graphical method consists in plotting the values of x and y 
as coordinates, drawing a smooth turve through or very near the plotted 
points, and measuring the ordinate y* of the curve for the abscissa Xt, 
The value of yt thus obtained may be sufficiently accurate for the purpose 
in hand. Thus from the curve in Fig. 726, we read / = 10, .4 = 77.0, and 
( = 30, ^ = 45.0. If we use the empirical formula derived on p. 133, 
A = loo.i e-""^', or log .4 = 2.0005 ~ 0.01 15 (, 

we compute t = 10, A = 76.8 and t = $0, A = 45.2, By comparison 
with the table on p. 1 32 we note that the measured values of ^4 for i = 10 
smd t = 30 agree about as closely with the computed values as the neigh- 
boring observed values agree with their corresponding computed values. 
Here, the last significant figures in the values of A were used in construct- 
ing the plot. 

On the other hand, in Fig. 71c, we read v = 40, p = 10.00, whereas 
the empirical formula on p. 131 gives v = 40, p = 9.42. The residual 
is 0.58, much larger than the residuals in the table on p. 130 for neighbor- 
ing values of u. Here, the plot was constructed without using the last 
significant figures in the values of the quantities. It is of no advantage 
to construct a larger plot since the curve between plotted points is all 
the more indefinite. 
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Chap. VIII 



For most problems the arithmetic or algebraic methods to be explained 
in the following sections give much beltei results. 

96. Successive differences and the construction of tables. — Given a 
series of eguidisiant values of x and their corresponding values of y, 



Xi 



Xo + 2 A dcp + 3 AJ 



- nh 



yo 



y* 



we define the various orders of differences of 7 as follows: 
1st difference == A' : Oo = yi — yo. di = yt — yi, ■ • • , On- 
2d difference = A*: 60 = ai — a*, &i = oj — oi, 
3d difference = A*: Co = &i — 60, Ci = ft* — 61, 



Ob-1= Jb — jn-i; 
C«_J= bn-i-b„-s; 



feth difference = A*:io =ji—jo, fei ™ jt — ju ■ ■ ■ - 
These may be tabulated as follows: 



I 




J 


A' 


11 a. i 




at. . . 


Id -lo 
n-x, + h 

«.-*D+3ft 






°' s, * 

- ^ ': 


k 


A. 


«, = !, +4* 




Vi 








3^,-. =«,+ (« - 
«W = *D + »A 


I) A 




ih,-\ 









where a quantity in any column of differences is written between two 
quantities in the preceding column and is equal to the lower one of these 
minus the upper one. 

We may apply the above definitions in the formation of the differences 
of y when y = fix) ; thus, 

Aj ./(, + h) -m - i/(»)i Aij - A/(« + 4) - A/W - A-K«); 
etc. E.g., if 

5.-«'-2» + 2, Aj- [(« + *)"-2(» + « + 2l-[«"-2« + 2l 

-2hx+ (*'-26); 
AV - [2K»:+W + (ii"-24)I-[2fa + (*>-2«l 

-2i'. 
We note that A'y = 2 &', so that the second differences are constant for 
all values of x. 
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Similarly, if j ■- : 

Ay = (x + fc)» - X' 



SUCCESSIVE DIFFERENCES 

* where » is a positive integer, 

.1 - iL 1 "(" ~ l) — «: 
= «i* _1_ *fvn— 111 ^ , — ? L vt— IJ 



,1(^, 



A»y = [«(» + A)-iA + ^^^^7^(x + fc)"-'A'+ • • ■ ] 



- Inx'-^h -\ 



''("-n ^ 



A»y = n (n - i) (m - 2) :<:—•*» + 



A»y= n (w - i) (n — 2) . 



. 3 • 2 ■ I A" = |wA'; 



hence the nth difEerences of x', where n is a positive integer, are constant, 
and hence the nth differences of any polynomial of the nth degree 



Ax''+ Bx"-i + Cx'- 



+ Kx + L, 



where n is a positive integer, are constant. If in forming the differences 
of a function some order of differences, say the nth, becomes approxi- 
mately constant, then we may say that the function can be represented 
approximately by a polynomial of the nth degree, where n is a positive 
integer. 

The formation of the dilTerences for various functions is illustrated 
in the following tables: 





(I) 


3' = *' 








y 


A> 


A> 


Al 




' 


7 












13 


6 




27 






6 




64 


61 


24 


fi 




i»5 




30 


6 








30 


6 




343 


160 


43 


6 




5" 


217 


48 




9 


739 











(3)y 


= «> 




I 


y 


^1 


£f 


5. 16 


137-39 


4-03 




5-31 


141.43 


4.11 




5.36 


145-53 


0.08 










5.31 


149-72 






5.36 


153-99 






5-41 


158.34 


4-43 




546 


162.77 


4-51 


0.08 


5-51 


167.38 


4.60 


0.09 


556 


171.88 
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C3)y- 


^ 






^ 


A' 


A" 


20 


2.7144 


445 




21 


2.7589 


431 


-14 


32 






-12 


33 


2.8439 


406 


-13 


24 


2.8845 


395 


-II 


"5 


2.9240 







{5) Train-resistance 













lesist. in lbs. 




a.' 










20 


5-5 


V6 




40 


91 


•i.8 


2.2 




14.9 


7.9 


2.1 


80 


22.8 


10.5 


2.4 


100 


33-3 


12.7 




120 


46.0 







Chap. VIII 

(4) y-<^' 



" 


y 


if 


611 


8.4856 


46 




8.4902 


46 


613 


8.4948 


46 


614 


8.4994 


46 


615 


8.5040 


46 


616 









(6) 5i>«eio/awMdJ 




V 








5p«din 






Of 




oOTSs- power 






8 


1,000 

400 






9 


1,400 








500 









1.900 








600 




50 




2,500 


150 






750 




50 


12 


3.250 








950 




50 


13 


4,200 


250 




14 


5400 

1550 


350 


100 


15 


6.950 


450 


50 


16 

17 


8.950 

2500 
IM50 


500 





t 




» 


A' 


500 


2 


6990 


8 




2 


6998 








9 


502 


^ 


7007 


9 


503 


2 


7016 




504 


^ 


7024 


9 


505 


^ 


7033 


9 


506 


^ 


7042 





« 


J 


ai 


ai 


A« 


1° 0' 


8.2419-10 


669 






i''io' 


8.3668-10 


580 


-89 
-69 


' 16 


i°30' 


8.4179-10 


458 


-53 


8 


i°40' 


8.4637-10 


413 


-45 


10 


I'So' 


8.5050-10 


378 


-35 




2° 0' 


8.5428-10 









In the above tables we note the following: 
In (i), y = x* and A' is constant. 

In (2}, y = ar* and A^ is constant since we have carried the work to two 
decimal places and A' does not sensibly affect the second decimal place. 
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If the computation had been carried to six decimal places, A* would not 
be constant but A' would be. 

In (3), A' is approximately constant, so that if we desire to work to 
four decimal places, "^ could be represented by a polynomial of the 
second degree within the given range of values of x. 

In (4), A^ is approximately constant so that Vx could be represented 
by an equivalent polynomial of the first degree. 

In (5) and (6), A^ and A' are approximately constant, so that R may 
be approximately represented by a polynomial of the second degree in V, 
and / by a polynomial of the third degree in V. 

In (7), log a: may be approximately represented by a polynomial of the 
first degree, and in (8), log sin a: by a polynomial of the third degree 
within the given range of vsdues of x. 

In general, it is evident that we may stop the process of finding suc- 
cessive differences much sooner the smaller the number of digits required 
and the smaller the constant interval A. We should stop immediately if 
the differences become irregular. 

The formation of differences is often valuable where a function is to 
be tabulated for a set of values of the variable. Thus, suppose we wish 
to form a table for y = jr3^/4, expressing the area of a circle in terms of 
the diameter, for equidistant values of x. Sinc^ we have a polynomial 
of the second degree, A*y is constant, and if A = l and the work is to be 
carried to 4 decimal places, we need merely compute the values of y for 
3C = I, 2, 3 and form the corresponding differences; proceeding back- 
wards, we repeat the value of A'y = 1.5708, add this to t^ = 3.9270 and 
get 5.4978, add this to 7.0686 and get 12.5664, which is the value of y tor 
a: = 4. We proceed in the same manner to get the values of y for suc- 
cessive values of x. 



X 


y—^U 


A' 


Of 


' 


0.7854 


3.356a 




= 


3.1416 


3-(ia70 


1.5708 


3 


7.0086 


5-4978 


1.5708 


4 


12.5664 


7.0686 


1.5708 


5 


>9-6350 









r-n'/4 


a- 


A> 


69 


3739-38 


109.17 




70 


38484s 


110.74 


1.57 


71 


39S9-I9 


iia.31 


1-57 


7a 


4071.50 


113.88 


1.57 


73 


4185.38 







For larger values of * where we wish to work to two decimal places 
only, we take A'y = 1.57 and proceed as above. 

Suppose we wish to tabulate the function y = a:*. Here A* is con- 
stant so that we merely compute the part of the accompanying table in 
heavy type. Then we extend the column for A' by inserting 6's, extend 
the columns for A* and A* by simple additions and subtractions, and thus 
determine the values of x* for all integral values of x. 
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I 


»-!• 


a' 


A' 


A" 


-I 


-I 










° 




6 


6 
6 








13 


6 




»7 


37 




6 




64 


61 


24 


6 




125 




30 















The same procedure may be followed in the construction of a table for 
a function where a certain order of differences is only approximately con- 
stant. Thus, in forming table {4) of cube roots, we note that for that 
portion of the table Ay is approximately 0.0046 so that we can find the 
values of vie by simple additions; we must check the work by direct 
computation every few values in order to find when A'y changes its value. 

97. Newton's interpolation formula. — We shall now express the 
value of y for any value of x. From the definitions of successive differ- 
ences we have 

yi = y» + 0*; ys = yi + oi = (yo + a*) + {a« + W = Jo + 2 oo + 60; 
y» = yj + os =Cyo + 2ai) + A(i) + (ao + 2 6o + CB) = yo + 3'^ + 360 + ^0; 
y* = yj + flj = (yo + 3 oo + 3 *o + Co) + (oo + 3 &o + 3 co + <^) 
= yn + 4*1 + 6 6i) + 4Co-|-do; 

We note that the coefficients are those of the binomial expansion, and 
thb suggests that 

, , n (n — i) , , M (m — i) (m — 2) , ,.. 

y- = yo + MOD + — S^ — -^0 + -^^ |t^^ -<^ + • ■ • . (I) 

where n is a positive integer. If this equation is true, then, replacing y 
by a, the first difference, we may also write 

■ t I « (« ~ l) , n (m — i) (m — 2) , , 
a„=(h + nba + — S^ — -c<, + -^ r^^^ -d^ + • ■ • , 

-■. yn+i = y» + a» = yo + (« + I) Ofl + f " ^"~ ^> + nh„ 

r « (« -!)(»- 2) n{n- i)1 

+L 5 '^~i^r'^ ' ' ' 
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where the coefficients are again those of the binomial expansion with n 
replaced by n + i. Thus we have shown that if equation (I) is true for 
any positive integral value of n, it is true for the next larger integral value. 
But we have shown (I) to be true when w = 4, therefore it is true when 
« = 5 ; since it is true for m = 5, therefore it is true for n = 6 ; etc. Hence 
(1) is true for all positive integral values of n. 

Now if some order of differences, say the ifeth order, ia constant, i.e., 
A*y = ka, then y is a polynomisil of the ith degree in n, and equation (I) 
may be written 

A+Bn + Cn" 



\1 
, n(w-i) . . . (n-fe+i) ^ 

+ {k *»• 

The right member of this equation is also a polynomial of the jfeth degree 
in n, and since these polynomials are equal for all positive integral values 
of n (i.e., for more than k values of n), they must be equal for all values of 
H, integral, fractional, positive, and negative. 

Hence if the ftth order of differences is constant, we have 

^ .(»-i)..^(»-t + i) ^ (N) 

for all values of n. This fundamental formula of interpolation is known 
as Newton's interpolation formula. In this formula, yo is any one of the 
tabulated values of y and the differences are those which occur in a line 
through yo and parallel to the upper side of the triangle in the tabular 
scheme on p. 210. 

Newton's formula is approximately true for the more frequent case 
where the differences of some order are approximately constant; all the 
more so if n< i. We can always arrange to have » < i ; for if we wish 
to find the value of y = y for a: = X, where X lies between the tabular 
values Xi and Xi+i, we use Newton's formula with yt and the correspond- 
ing differences at, 6,-, Cf, . . . , so that X = Xi + nh and n = — 7 — < i.* 

The values of the binomial coefficients occurring in the formula have 
been tabulated for values of « between o and i at intervals of o.oi.f 

Let us now apply Newton's formula to the illustrative difference- 
tables (i) to (8). 

• The ordinary interpolation formula of proportional parts disregards all difFerencea 
higher than the first, so that y = yo + nao, where n = (X ~ xtd/h. This simple formula 
will often give the desired degree of accuracy if the interval k can be made small enough. 

t See H. L. Rice, Theory and Method of InUrptdaium. 
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6 INTERPOLATION Ch*j 

(I) To compute (3.4)*; ?o = 27. A=i. n = (3-4-3)/i=o-4; 

,. , , ,, , , (0.4) (—0.6), , , (0.4) {—0.6) ( — 1.6 
(3-4)' = 27+(o4) (37)+ ^^-^^-^ ^(24) + ^ ^'^ 6 

= 39-304- 

(3) To compute "C^as^S; yo = 2.8439, h = i, » =(23.5 - 23)/: = 

.*. "^23.5 = 2.8439 + 5 (0.0406) + i (0.001 1) =- 2.8643. 



(6) 



0.5; 



If we use the ordinary interpolation formula of proportional parts, 
■*J'23.5 = 2.8439 + i (0.0406) = 2.8642, which would be correct to 
three decimals only. 

(4) To compute ''^'612.25; y<, = 8.4go2, k=l, n = (6l2.25— 6i2)/i = i; 
.'. 'C'612.25 = 8.4902 + i (0.0046) = 8.4914. 

(5) Tocompute-R when 1^=65; /fo = l4-9, A=20,K = (65-6o)/20 = i; 
.-. R = 14.9 + } (7.9) - sV (2.4) = 16-7- 

(7) To compute log 501.3; ^0 = 2.6998, A= I, « = (501.3-501)/! =0.3; 
•■. log 501.3 = 2.6998 + 0.3 (0.0009) = 2.7001. 

(8) To compute log sin 1° 16'; jo = 8.3088 — 10, A = 10', n = 
(1° 16' — 1" lo')/lo' = 0.6; 

-■. log sin 1° 16' = (8.3088 — 10) + 0.6 (0.0580) - 0.12 (—0.0069) 
+ 0.056 (0.0016) = 8.3445 — 10, correct to 4 decimals. 

If we use the ordinary formula of proportional parts, we have 
log sin 1° 16' = 8.3088 — 10 + 0.6 (0.0580) = 8.3436 — 10, correct to 2 
decimals only. 

If the value of x for which we wish to determine the value of y is near 
the end of the table we may not have all the required differences. To 
take care of this case Newton's formula is slightly modified. If we 
invert the series of values of x in the tabular scheme on p. 210, and form 
the differences, we have 
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AST. 97 NEWTON'S INTERPOLATION FORMULA 217 

Starting at y* and applying Newton's formula, we get 

, - ,,«(« — i) , , n(n ~ i)(n — 2) . , , 
?. = yi+«(-o»)H I2 ^ "'" |3 'i-'^i)+ ■ ■ • 

, n(n — i) , n (n — i) (n — 2) , 
= 3'«-«g.+ V ' b2-^ j^^ — ~-'ci+ ■ - ■ . 

Comparing the result with the scheme on p. 210, we note that the differ- 
ences are those which occur along a line parallel to the lower side of the 
triangle in that scheme. Here y^ is any value of y, and if X lies between 
xt and *i, then X = x^— nk, and « = (xj — X)/h. 

Example. To compute ■'^24.8. In table (3), yi = 2.9240, A = i, 

B = {25 - 24.8)/: = 0.2; 

1, = , , , 0.2 ( — 0.8), , 

-•- V24.8 = 2.9240 — 0.2 (0.0395) -I ^ ^( — 0.0011) = 2.9162. 

If a series of corresponding numerical values of two quantities are 
given, we may use Newton's formula for finding the polynomial which 
will represent this series of values exactly or approximately. For this 
purpose we replace « by (x — xa)fh. 

Thus, in table (i), h = 1, x^ = \, n = x — i; 

0(^-2) . Xix-l){x-2){x-l) 

\1 \l 



In table (5), H = 20, 7o = 20, n = — 

V20 / \2f. 



^ = 5.5+ rr-03-6H 



|2 

= 4.1 + 0.015 V + 0.00275 ^^■ 
The values of J? computed by this formula agree quite closely with those 
in the table. 

In table (6), A = i, F© = 10, n = V - 10; 

I i nr -vc , (^- 10) (r- II) 

.'. / = 1900 + (7 — 10) 600 + ^ '-^ '- 150 

^ (7-io)(r-ii)(7-i2 ) ^^ 

= -6850 + 2042 7 - 200 F* 4- 8^ 7"- 
The values of / computed by this formula agree quite closely with those 
in the table; thus, 7 = 12 gives / = 3254, 

Various formulas of interpolation similar to Newton's have been de- 
rived which are very convenient in certain problems. Among these 
may be mentioned the formulas of Stirling, Gauss, and Bessel,* 

• For an account of these formulas, see H. L, Rice, Theory and Practice of IitttrptAa- 
turn, and D. Gibb, Interpolation and Numerical Integration. 
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2l8 INTERPOLATION Chap. VIII 

98. Lagrange's fonnula of interpolatioii. — Newton's formula is 
applicable only when the values of x are equidistant. When this is not 
the case, we may use a formula known as Lagrange's formula. Given 
the following table of values of x and y, 

y~\ yi I yi I yi \ y* 1 > | . . . I y, 
we are to find an expression for y corresponding to a value of x lying be- 
tween Oi and fl„. We take for y an expression of the (n — i)st degree in 
X containing n constants, and determine these n constants by requiring 
the n sets of values of x and y to satisfy the equation. But instead of 
assuming the form y = A + Bx + Cx' + ■ - ■ + Nx"^^, we may assume 
the equivalent form 

y = A ix - (h) (x - (h) (x - (h) . . . (x - o„) 
+ Bix - ai) (x - Oa) ix ~ Oi) . . . (x - a^) 
+ C (x - ai) (x - Oi) (x - a*) . . . (x - c) 

+ 

+ JV Cx - fli) (x - a,) (x - 0,) . . . (x - ffl„_.), 
where the n terms in the right member of the equation lack the factors 
(x — ai), (x — ot), . . . (x — a„) respectively. 
Since (oi, yi) is to satisfy this equation, 

yi = A (fli - oj) (di — oj) (ai - o.) . . . (ai — a,), 
since all the other terms contain the factor (ai — ai) and therefore vanish. 
Similarly, 





yi = B((h- ai) (Ch - th) (<h ~ at) . . 
yi = C (fli — Oi) (as — Os) (oj — 04) • • 


. (0, - a.). 
. (a,-aX 


Hence, 


yn= N {an - fli) (On - 0*) {o« - at) . 

i 

1 ''' 


, . {On-a^ 




(Ol - fla) (Oi - Ob) (oi-Oi) . . 


■ (oi-o.)' 



' (oi - Oi) {oj - as) (oj - a^) . 
and, finally, 

(x-Oi) (x-a,) ■ . ■ (x-c) (x-aQ (x-aa) ■ . .. (x-a,) 

■'^(a,— JaXai-oa) . . . {ai-ffl») (aa-Oi) (a,-aj) . . . (a,— a,) 
+ . . . + -y (x - fli) (x - a?) . . . (x - 0,^1) _ 
(a» - ai) (a„ - fli) . . . (a, - a„_i) 
We note that in the term containing y*, the numerator of the fraction 
lacks the factor (x — a*) and the denominator lacks the corresponding 
factor (a* — ai). Lagrange's formula is in convenient form for logarith- 
mic computation. 
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Example. In tlie table on p. 132 we have 

^ j 14 I 17 I 31 I 35 
A I 68.7 I 64.0 I 44.0 I 39.1 
and we are to find the value of A when I = 27. Using Lagrange's formula, 
^ = 68 7 (^7-17) (27-30 (27-35) . Q p (27-l4) (27-31) (27-35) 
■^(14-17) (14-31) (14-35) {17-14) (17-31) (17-35) 

I .. - (27-14) (27-17) (27-35) , -„ , (27-14) (27-17) (27-30 
^'^■°(3i-l4) (31-17) (31-35)^^^ (35-14) (35-17) (35-30 
= -20.5 + 35-2 + 48-0 - 134 = 49-3. 
which agrees exactly with the observed value. 
Example. In the table on p. 157 we have 

/ I O.I I 0.2 I 0.4 I 0.8 

i I 2.48 r 2.66 I 2.58 I 2.00 
and we are to find the value of i when I = 0.3. Using only the values 
t = 0.2 and ( = 0.4, 

Using all four values of (, i = 2.68. Usii^ the empirical equation 
i = 4.94 e"'"' — 2.85c"'"" (on p. 159), we get! = 2.66. 
Gauss's interpolation formula for periodic functions. — When the data 
are periodic we may find the empirical equation as a trigonometric series 
by the method of Chapter VII and use this equation for purposes of in- 
terpolation, or we may use an equivalent equation given by Gauss: 
_ sin i {x — ot) sin j (x — ai) . . . sin h {x — a„) 
sin I (ffli — flj) sin J (ai — as) . . . sin J (oi — a,) 
, sin ^jx — fli) sin ^ (x — aa) ■ ■ • sin a (Ji^ — "■■) 
sin |(at — til) sin J (oj — ffj) . . . sin J (oj — a,) 

+ 

It is evident that y = yt when x = fli, y = yt when x = Oj, etc., so that 
the equation is satisfied by the corresponding values of x and y. 
99. Inverse interpolation. — Given the table 



y \ Vq I yi I yi I y» l . . . l y, 
we may wish to find the value of x corresponding to a given value of y. 
If the values of x are equidistant we may use Newton's interpolation 

formula. Here we know y„, yo, Oq, ba, ca and substituting these 

values in the formula we have an equation which is to be solved for k. 
If only the first order of differences are taken into account, then 

y* = yo -\- not,, and « = — ~ , the ordinary formula for inverse inter- 

polation by proportional parts. 
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Example. In table {7), given log x = 2.7003, to find x. 

n = o nooQ ~ °'^^' ^^^ * = ^ + »A " 501 + 0^56 (i) = 501.56. 

If only the first and second differences are taken into account, then 

Jn = yo + no* + h, a quadratic equation which can easily be 

solved for n. 

Example. In table {5), given R = 27.3, to find V. 

Here 27.3 = 22.8 + n (10.5) H — ^^— — - (2.2), 

or I.IM* + 9.4M - 4.5 = o; 

hence « - W = 0-455 and x= Vo + »i = 80 + (0.455} 20 = 89.1. 

The empirical formula R = 4.62 — 0.004 V + 0.0029 V^ on p. 149 
gives V = 89.1, R = 27.3. 

But if the third and higher orders of differences have to be taken into 
account, the method would require the solution of equations of the third 
and higher degrees. In such cases as well as in the case where the values 
of X are not equidistant, we may use Lagrange's formula and merely in- 
terchange X and y; i.e., 

x = x (y - '^) (y - '^') - • ■ I J. (y ~ «') (y - «») - • ■ . .... 

' (oi - oj) (fli - Cb) . . . * (*2 - fli) (oj - ai) ■ ■ ■ 
Example. In table (8). given log sin x = 8.3850 — lo, to find x. 
Using only the following values, 

log sin X I 8.3088 — 10 I 8.3668 — ID I 8.4179 — ID 
X I 70' I 80' I 90' 

we have 

X = 70' (0-0182) (-0.0329) g^, (0.0762) (-0.0329) 
' (—0.0580) (—0.1091) (0.0580) (-0.0511) 

■ (0.0762) (0.0182) 
"^^ (o.i09i)(o.05ii) 
= 70' (—0.0946) + 80' (0.846) + 90' (0.249) 
= 83.47' = i" 23-47'- 
We may also use a method of successive approximations as follows: 
From Newton's formula we write 



ao + i(» - i)&i) + i(« - i) (« - 2)co + ■ ■ • 
Applying this to the above example, and taking only the first differences 
into iiccount, we get as a first approximation, 

„ y-y^ = (8-3850 - 10) - (8.3668 - 10) ^ 182 ^ 
' oo 0.0511 511 '^^ ' 
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Art. 99 



INVERSE INTERPOLATION 



Taking also second differences into account and introducing the value of 
Wi for n in the denominator, we get as a second approximation, 
_ y — ya _ ^ 0.0182 _^ 182 _ 

oa+^ini — i)ba 0.0511 + 0.OOI7 ^ 528 '^^' 
We may continue in this way approximating more and more closely to the 
value of n. In this example it will be unnecessary to carry the work to 
third differences since A* is negligible. Hence 
n = 0.345, and x = xa + nk = 1° 20' + (0.345) (lo') = 1° 23.45'. 
We may check this by direct interpolation. Here 

yt = 8.3668 — 10, h = 10', and n = 0.345; 
hence, 
y = 8.3668- 10 + 0.345(0.0511) -0.l13C-0.0053) = 8.3850-10. 
Example. Find the real root of the equation 1^ + ^x — i —o. 
We form a table of differences of the function y = a^ -}- 5 a: — i. 



X 


y 


a' 


A' 


a' 


-^ 


-19 


la 


-6 




' 
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I 
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5 
17 


6 
24 


6 


6 

6 


3 


41 









The root lies between x = o and x = i, and we are to find the value of x 
when y = o. Using the method of successive approximations we have 
_0 + l 



»i = 



oo 



= 0.1667, 



Oo + i(ni-i)6o 6 + i(4-i)6 7" 



I0+ H«2 - *o + i («s - i) («J - 2) "^0 6--V+S8 249 



M4 = 



Ofl + H«s - I) Afl + « {»B - i) (mj - 2) Co 
0.1985- 



- 2.4096+ 1.4483 



5-0387 " 

Hence, x = Xt, + nh = 0.1985. 

From the table 

X I O-I985 I 0.19845 I 0.1984 
y I 0.00032 I 0.00006 I —0.00019 
we note that x = 0,1984 is the root correct to 4 decimals. 
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INTEBPOLATION 



I. Tabulate the values and differences of the following functions; k is 
interval. 

(a) *■, CroniA: = gtoK = 12 when A = i; and from a: = 310* = 3.1 when A — o.oi. 

(b) ■v'i, from * =■ I to i = 10, when h = i, and from x = 563 to i = 570 when 



(c) ; 



from a: — 60 t 



1: = 70 when 



, and from x ■■ 260 ti 



■ 262 when 



(d) ^-r~ (volume of a sphere), from D = 



oD = 



g when k = 



(e) log*, to 4 decimals, from * — 356 to x " 362 when A = I. 

(f) tan X, to 4 decimals, from x — 32° to « — 33° when ft = 10'. 

(g) log cos X, to 4 decimals, from * = 88° 10' to * = 89° 20' when A ■= lo*. 
(h) «*, to 4 decimals, from « = 0,8 to 3C = 0.9 when k = o.oi, 

(i) i (,a — sin d), to 4 decimals (area of a a^^ent of a circle subtending a central 
angle a, in radians) from a = 2$° to a = 32" when A = 1". 

2. Tabulate the differences for the following experimental results and indicate for 
each case the degree of the polynomial that would best express the relation between the 
variables. 

(a) 5 = stress in lbs. per sq. in. in steel wire used for winding guns, E = elongation 
in inches per inch. 
5 1 10,000 I 30,000 I 30.000 I 40,000 I 50,000 I 60,000 1 70,000 I 80,000 



EI0.00019I 0.00057 I 0.00094 I 0.00134 I 
(b) Q = cu. ft. of water per sec. flowing o- 



)2l6 I 



M56 1 



I 0.00297 
aTbomsongaugenotch;^=ft. of head. 



(c) P/a = load in lbs. per sq. in. which causes the failure of loi^ wrought-iron 
lumns with round ends, l/r « ratio of length of column to least radius of gyration of 



F/a\ i2,8oo I 7500 i 5000 
(d) e — volts, p ■■ kilowatts in 



I 3IO0 I 1700 I 1300 
n electric motor. 



(e) A = amplitude of vibration in inches 1 
ice it was set swinging. 

-J—\ ° I !_j_A_l^ 

^ I 10 [ 4.97 I 3.47 ] 1.2: 

(f) V — potential difference i: 
^ 1 '-97 I 3.97 



(e) 



61.0 



4.97 I 



I 3'93 I 6.22 I 8.59 
i long pendulum, ( = time in min, 

J 4 i 5 [ 6 
1 0.61 1 0.30 I 0.14 

ent in amperes in an electric drcuit. 

7.97 



697 
551 



54-3 
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(W 

^|^_ I-_2i. |_H:fi^ I °-9 I '-^ I _L5_|_L^ I ^J_|^4_ I J^ 
y I 3-00 I 1.89 I 1.27 I 0-88 I 0.63 I 0.46 I 0.33 I 0.25 I 0.18 I 0.05 

3. By the method of differences explained in Art. 96, extend the tabulation of the 
functions in Exs. I a, b, d, e, h, i, for several values of the variables beyond the range 
of values for which the tables were constructed. 

4. Apply Newton's interpolation formula to the tables in Ei. I. 

(a) In Ex. I a, find x' when x •- 7.3 and x <■ 3.056. 

(b) In Ex. I b, find Vi when i - 566.2. 

(c) In Ex. I d, find n&jh when D - 1.452. 

(d) In Ex. 1 e, find Xo^x when x — 361.4. 

(e) In Ex. I g, find log cos x when x = 88° 43'. 

5. Apply Newton's interpolation formula to the tables in Ex. 2. 

(a) In Ex. 2 a, find E. when 5 = 42,000. 

(b) In Ex. 2 b, find Q when K — 1.7, and compere with the value given by the em- 
pirical fonnula Q = 2.672 ff»*. 

(c) In Ex. 2 c, find Pja when Ijr = 327, and compare with the value given by the 
empirical formula P/a — 417,000,000 iiJT)^-^ 

(d) In Ex. 2 f, find V when A — 4.07. 

(e) In Ex. 2 g, find y when x = 6. 

(f) In Ex. 3 h, find y when x = 1.3 and x « 2.46. 

6. In the following table (taken from p. 129) 

" I 3S8 I 293 I 3'3 I 333 

S I 35-2 I 37-2 I 45.8 I 55-2 
S ia the number of grams of anhydrous ammonium chloride which dissolved in 100 grams 
of water makesa saturated solution of ^absolute temperature. Use Lagrange's formula 
of interpolation to find S when = 300°, using (i) only two values of 6, (2) three values 
of 0, {3) all four values of 8. Compare the results with the value given by the empirical 
fonnula S — 0.000000882 ff*-*. 

7. In the following table (taken from p. 141) 

K^ I 120 I 94 1 75 I 62 
( is the current and V is the voltage consumed by a magnetite arc. Use Lagrange's 
formula to find V when t = 3, and compare the result with the value given by the 
empirical formula V = 304 + 90.4 »-«■"". 

8. Use the methods of inverse interpolation (Art. 99) in the following: 

(a) In Ex. I a, find x when a^ — 39 and when x* = 9.34. 

(b) In Ex. 1 e, find x when log x » 2.5543. 

(c) In Ex. I g, find x when Ic^ cos x — 8.3946 — 10. 

(d) In Ex. 2 a, find S when £ = 0.00192. 

(e) In Ex. 2 c, find t/r when P/a = 4000. 
(t) In Ex. 2 g, find X when y — 15.25. 

9. Approximate to the real roots of the equations: 

(a) :.^ - 2 X + 3 = o. 

(b) K'-4» + 2 =0. 

(c) «* + *"- 4 = o. 

(d) 10 log X — X — a = o. 

(e) wnx + 3r> - 1.5 - a 



jabyGoQt^Ie 



CHAPTER IX. 

APPROXIMATE INTEGRATION AND DIFFERENTIATION. 

100. The necessity for approximate methods. — In a large number 
of engineering problems it is necessary to determine the value of the 

definite integral, I fix) dx. Geometrically, this integral represents the 

area bounded by the curve y = f{x), the a;-axis, and the ordinates x = a 
and X = b. Physically, it may represent the work done by an engine, 
the velocity acquired by a moving body, the pressure on an immersed 
surface, etc. If J{x) is analytically known, the above integral may be 
evaluated by the methods of the Integral Calculus. But if we merely 
know a set of values oif(x) for various values of x, or if the curve is drawn 
mechanically, e.g. , an indicator diagram or oscillograph, or even where the 
function is analytically known but the integration cannot be performed 
by the elementary methods of the Integral Calculus — in all these cases, 
the integral must be evaluated by approximate methods — numerical, 
graphical, or mechanical. The planimeter is ordinarily used in measuring 
the area enclosed by an indicator diagram and in certain problems in 
Naval Architecture; such approximations often have the desired degree 
of accuracy. Where a higher degree of accuracy is required or where a 
planimeter is not available numerical methods must be used. 

In certain problems it becomes necessary to determine the value of 

the derivative, -r-- Geometrically, this represents the slope of the curve 

y = fix) at any point. Physically, it arises in problems in which the 
velocity and acceleration are to be found when the distance is given as a 
function of the time, in problems involving maximum and minimum 
values and rates of change of various physical quantities, etc. To 
evaluate the derivative we may use the methods of the Differential Cal- 
culus if the function is analytically known. Otherwise we are forced to 
use approximate methods — numerical, graphical, or mechanical. 

It is our purpose, in the following sections, to develop some of the 
numerical, graphical, and mechanical methods used in approximate in- 
tegration and differentiation. 

loi. Rectangular, Trapezoidal, Simpson's, and Durand's rules. — 
Suppose we wish to find the approximate area bounded by the curve 
y =/(*)i the a^-axis, and the ordinates x — Xo and k = a;„ (Fig. loi). 
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TRAPEZOIDAL, SIMPSON'S, AND DURAND'S RULES 



22S 



We divide the interval from x = Xq to x = x^ into n equal intervals of 

width k, and measure the (m + i) ordinates ya, yi, yi Jn-i. yn- 

(t)- Rectangular rule. — If, starting at Po, we draw segments parallel 
to the X-axis through the points Po, Pi, Pi, ... , P»-i, the area enclosed 
by the rectangles thus formed is given by 

Ar = k (ya + yi + yt + ■ ■ ■ + y«-i). 
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Fig. I 01. 



If, starting at Pb, we draw segments parallel to the a:-axis through the 
points Pn, Pn-i, . . . , Pj, Pi, the area enclosed by the rectangles thus 
formed is given by 

^^b' = A (yi + yi + jij + ■ ■ ■ + y„). 

It is evident that the smaller the interval A, the better the approxima- 
tion to the required area. 

(2) Trapezoidcl rule. — If the chords P^Pi. P,Pi, . . . , P„_iP, are 
drawn, then the area enclosed by the trapezoids thus formed is 

■i + vA 



= A [Hyo + y.) + yi + ya + ■ ■ ■ + y.- 



+ ■ 



+ hi 



This expression for the area is the average of the two expressions given 
by the rectangular rules. It is evident that the smaller the interval h 
and tht flatter the curve, the better the approximation to the required 
area. If the curve is steep at either end or anywhere within the interval, 
the rule may be modified by subdividing the smaller interval into 2 
or 4 parts; thus, subdividing the steep interval between x^-i and Xn in 
Fig. 1 01 

_ h/ y^-i + y« \ _^ h f y„ + y, ) 



into 2 parts: At = h 



(*T^) 



+ ■ 



-)+5^ 
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(3) Simpson's rule. — Let us pass arcs of parabolas through the points 
F(J*iPt, PiPiP,, . ■ ■ , Pn-iP«-iPn. Let the equation of the parabola 
through PoPiPt be y = ax? + 6* + c. Then the area bounded by the 
parabola, the x-axis, and the ordtnates x ^^ xo and :c = Xs is 

bx + c)dx = ]— + — + ex} = -{xi* - XoV + -{x%* ~ Xa') 



l=J^{ax*H 



+ c(3^ -xo) = — g— S [2 o (xj* + xjxo + xi,') +36C*i+^) + 6c]. 
Now, Jo = flxo* + ixo + c, yj = oxj* + 6xt + c, A = -^— — >. 

:,, - a... + fa + . - » (?i±a)' + i (?4^) + ., 

and we may easily verify that 

■^ = ii (yo + 4J'i + ys)- 

If we have an even number of intervals and apply this formula to the 
successive areas under the parabolic arcs, we get 

= i h(ya + 4y, + 2 yt + 4y3 + 2 yt+ ■ ■ ■ + 2 y,_t + 4 y,^, + y,) 

=i ft[(3'o+yn)+4(yi+y»+3'6+ ■ ■ ■ +yn-i)+2 (ys+y4+y.+ ■ ■ ■ +y-j)I. 

To apply Simpson's rule we must divide the interval into an even 
number of parts, and the required area is approximately equal to the 
sum of the extreme ordinates, plus four times the sum of the ordinates 
with odd subscripts, plus twice the sum of the ordinates with even sub- 
scripts, all multiplied by one-third the common distance between the 
ordinates. 

(4) Durand's rule.* — If we have an even number of parts and apply 
Simpson's rule to the interval from xi to x»_i and the Trapezoidal rule to 
the end intervals, 
A =h[(^yo + hy^) + {^y, + iy^ + iyt+ ■ ■ • 

+ S y.-» +iyn-2 + ^ yn-t) + a yn-i + J yOL 

Applying Simpson's rule to the entire interval from xo to x,, 
A=hHy, + iy, + ly^ + ty,+ • ■ ■ + i y^-z + I yn-t + i y^i + ^ yn]. 
Adding, 

2 A =h[iya + Vyi+'2yi + 2y, + . .. -|- 2 yn-a-|- ay--! -|-Vy»-i + #>■-]• 
* Given by Prof. Durand in Engineering News, Jan., 1894. 
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Hence, 

AD = h[^(y, + yn)+{iiy, + y^O + yi + yz+ ■ ■ • + Vn-t] 

= h [0.4 Cvo + y,) + I.I (yi + yn-i) + yi + yt+ ■ • ■ + yn-ij. 
Collecting our rules, we have 
(i) Aa = h(y(, + yi + yi+ ■ • ■ ■\-yn-i), 
or Ab'= h(yi+yi + yi+ ■ ■ ■ +yn)- 

(2) AT = k[^(y„ + y.)+yi + yi+ ■ ■ ■ + yn-i). 

(3) As = ih{(yo + y«)+4(yi + y3 + yf.+ ■ ■ ■ +3'.^0 

-I- 2 (yj + yi + yg + • • • + Jb-s)]. 

(4) Ad = A[o.4CyB + y„} + i.i (yi 4-y»-i) 4-yi + ys+ • • • +y*-%]- 
102. Applications of approximate rules. — We shall give some ex- 
amples illustrating the application of these rules. 

1. Area. — Evaluate / — . This is equivalent to finding 'the area 

between the curve y = l/x, the nc-axis, and the ordinates x = 2 and 
* = 10. If we divide the interval into 8 parts, then A = i ; we have the 
table 

3: | 2 | 3 | 4 l 5 | 6 | 7 ! 8 | 9 | io 

yl^lilililil.+ lililA 

^s = I a + i + i + • ■ ■ + i) = 1-8290; 
Ab'= ia + i + i+ ■ - • +tV) = 1.4590: 

At = ilhih + ■^) + ^ +■■■+ i] = 1-6290; 

^s = J [a + -rV) + 4 (i + i + * + i) + 2 (i + i + J)] = 1.6109; 

^fl = I [0.4 a + tV) + I.I (i + i) + i + i + ■ • • + i] = 1.6134- 

By actual integration, 

We note that Simpson's rule gives the best approximation (within 
0.1 % of the true value), with Durand's next. 
If we take A = i, 

■^'-i[K3+^)+i73+3+77i+ : • • +^]--'-«^ 

Thus the Trapezoidal rule with 16 ordinates does not give the accuracy 
given by Simpson's rule with 8 ordinates. 

2. Area. — The half-ordinates in feet of the mid-ship section of a 
vessel are 

12.5, 12.8, 12.9, 13.0, 13.0, 12.8, 13.4, 11.8, 10.4, 6.8, 0.5, 
and the ordinates are 2 feet apart; find the area of the whole section. 



X'^da: Li'", , T' 

— = In a; = In 10 — In 2 = In 5 = i .6094. 
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J ^T = 2 [} (12.5 + 0.5) + 12.8 + ■ ■ ■ + 6.8] = 224.8: 
hAs = i [(12.5 + 0.5) + 4 (12.8 + 13.0 + 12.8 + I1.8 + 6.8) 

+ 2 (12.9 + 13.0 + 12.4 + 10.4)] = 226.1. 
Hence, Aj- = 449.6 sq. ft., As = 452.2 sq. ft. 

3. Work. — Given the following data for steam 



p I 68.7 I 31.3 I 19.8 [ 14.3 I 1 1.3 
where v is the volume in cu. ft. per pound and p is the pressure in pounds 
per sq. in.; find the work done by the piston. 

Work = ( pdv; this is equivalent to finding the area under the curve 
obtained by plotting (v, p). 

Wt = 2 [J (68.7 + 11.3)+ 31-3 + 19-8 + 14-31 = 210.80; 
Ws = l [(68-7 + 11.3) + 4 {31.3 + 14.3) + 2 (19.8)] = 201.33. 
By the methods of Chapter VI we find the empirical formula con- 
necting V and p to be ^'■'* = 148, and hence, 

Xia n\o I ^-o.n iio 
pdv = i4Sj v-^-"dv = Jn8\— =199.31. 

This last value differs from the value given by Simpson's rule by about 1%. 
4, Mean elective pressure. Indicator diagram. Fig. 102a is a re- 
production of an indicator diagram; to find the mean effective pressure. 

i 




The mean effective pressure F is the area of the diagram divided by 
the length of the diagram, since the area represents the effective area of 
the piston in sq. in. and the length represents the length of the stroke in ft. 
Since the total area enclosed by the curve is the difference between the 
area bounded by a horizontal axis, the end ordinates, and the upper part 
of the curve, and the area bounded by the same straight lines and the 
lower part of the curve, we need merely measure the lengths of the ordi- 
nates within the curve. The diagram is 3.5 ins. long. We divide the 
interval into 8 parts; then k = ^j, and we measure the ordinates 

o, 040, D.63, 0.91, 0.98, l.oo, 0.92, 0.74, ,p._. ,, 
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At = -fv [0.40 + 0.63 + ■ ■ ■+ 0.74] = 2.44; 

^s = »'s [4 (040 + 0-9I + 100 + 0.74) + 2 (0.63 + 0.98 + 0.92)] = 2.52. 

Hence, p = ds = ^iS? = 0^2 

3-5 3-5 
We divide the interval into 14 parts; then h =• \, and we measure the 
ordi nates 
D, 0,30, 0.42, 0,54, 0.68, 0.88, 0.96, 0.98, 1,00, 1.02, 0.97, 0.89, 0.78, 0.64, o. 

^T= i [0.30 + 0.42 + • ■ • +0.64] = 2.52. 

As = -h [4(o.30+o.54H +o.64)+2 (0.42+0.68+ ^0.78)1 = 2.55. 

We note that Ag with 9 ordinates has the same value as A-p with 15 
ordinates. 

5. Velocity. — Given a weight of 1000 
tons sliding down a 1% grade (Fig. 102ft) 
with a frictional resistance of 10 lbs. per ton 
at all speeds. The total resistance is 30,000 """ 

lbs. (a frictional resistance of 10,000 lbs. and 

a grade resistance of 20,000 lbs.). Let the following table express the 
accelerated force FasA function of the time ( in seconds: 
f I o I log I 200 I 300 1 400 1 500 I 600 I 700 I 800 I 900 I 1000 
F |2o,ooo| I9,ooo|i6,ooo| I I,ooo|5ooo|-iooo|-5ooo]-850o|-ii,ooo|-i3,ooo|- 15,000 

Find the velocity acquired by the body in 1000 seconds. 



2,000,000 1,000,000 



m 1 ,000,000 a 

We form a table for the acceleration a 



16.1 
hence, : 



-r 



a jo.323 1 0.306 1 0.258 1 0.177 1 0.081 1 -0.016 1 -0.081 1 -0.137 1 -0.177 I -0.209 1-0.242 
Here, h = 100, so that 

vt= iooIKo.322— o.242) + (o.3o6+o.258+- ■ ■ —0.209)] = 24.2 ft. per sec. 

"s = ^F [(0.322 — 0.242) + 4 (0.306 + 0.177 — 0.016 — 0.137 — 0.209) 

'+ 2 (0.258 + 0.081 — 0.081 — 0.177)1 = 24.2 ft. per sec. 

6, Volume. — If Si is the area of a cross-section of a solid made by a 

plane perpendicular to the x-axis, then the volume of the solid included 

between the planes xi, and x^ is V = j Sxdx. In order to integrate, 

we must know the analytical expression for 5, as a function of x. 
Otherwise we employ the approximate formulas; the values of 5, are the 
ordinates and h is the common distance between the cutting planes. 
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A buoy is in the form of a solid of revolution with its axis vertical, 
and D is the diameter in ft. at a depth p ft. below the surface of the water. 

_p i o I 0-3 I 0.6 I 0-9 I 1.2 I 1-5 I 1.8 

D 6.00 I 5.90 5-8o 5-55 J 5-25 4-7o 4-2Q 

D* I 36.00 I 34.81 I 33.64 I 30.80 I 27.56 I 22.09 I 17-64 

Find the weight of water displaced by the buoy (i cu. ft. of sea water 
weighs 64.11 lbs.). 



Jo 4 



D^dp, and h = 0.3, 



hence, Fa= ^^[{36.00+ 17.64) +4(34.81 +30.80+22.09) 

+ 2 (33.64 + 27.56)1 = 41.38 cu. ft., 
and the weight of water displaced = 2652.87 lbs. 

The areas in sq. ft. of the sections of a ship below the load-water plane 
and 3 ft. apart are 

7500, 7150, 6640, 5680, 4225, 2430, 260, 

where the load-water plane has an area of 7500 sq. ft. Find the dis- 
placement in tons (35 cu. ft. of sea water weigh i ton). 
I'r^ 3 IH7500+260) + (7150+6640+5680+4225+2430)]= 90,01501. ft. 
>'s=|[(7500+26o)+4(7i50+568o+2430)+2(6640+422s)] = 90,530cu.ft. 

Hence, the displacement is 2572 tons by the Trapezoidal rule and 2587 
tons by Simpson's rule. 

7. Moment of inertia. — The moments of inertia of an area about the 
axes are 

J.= T'^fdx, J^ = J3(?ydx. 

The evaluation of these integrals is equivalent to finding the areas under 
the curves with ^ y" or 3?y as ordinates and x as abscissas. 

The half-ordinates in ft. of the mid-ship section of a vessel are 
12.5, 12.8, J2.9, 13.0, I3.0, 12.8, 12.4, 11.8, 10.4, 6.8, 0.5, 

and the ordinates are 2 ft. apart. Find the moment of inertia of the 
entire section about the axis. 

Here, Jx = 2 j ^^dx, h = 2, .and the values of jp* are 

1953-1. 2oqj2, 2146.7, 2197.0, 2197.0, 2097.2, 1906.6, 1643.0, 1124.9, 314.4, 0.1, 

and applying Simpson's rule, 

J^ = i W [(1953-1 + o.i) + 4 (2097-2 + ■ ■ ■ + 314-4) 

+ 2 (2146.7 + • ■ ■ + 1124.9)] - 22^66.1. 
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8, Pressure and center of pressure. — The pressure on a plane area 
perpendicular to the surface of the liquid, between depths xq and x», is 

p = w j xy dx, where vi is the weight of the liquid per unit volume, y is 

the width of the area at a depth x beneath the surface. The depth of 

I 3?ydx 

the center of pressure of such an area is given by 5 = -^^ AU 

I xy dx 

Jx, I 

these integrals can be evaluated approximately. 

9. Center of gravity. — The coordinates of the center of gravity of an 
area are 



/^y^ Moment about 07 ~^f}^._ 
J ydx ^^ jydx 



Moment about OX 
Area 



The half-ordinates in ft. of the mid-ship section of a vessel are 

12.5, 12.8, 12.9, 13.0, 13.0, 12.8, 12.4, II.8, 10.4, 6.8, 0.5, 

and the ordinates are 2 ft. apart. Find the center of gravity of the 
section. 



r 



xydx 



Moment about OY 



r^^ 



and applying Simpson's rule to the table, 

4 I 6 I 



y 12.5 12.8 12.9 13.0 i _ 3.o 12-8 12-4 11.8 j 10.4 6.8 0.5 
xy\ o I 25.6 I 51.6 I7S.0I104.0I 128.0I 148.8 I 165.2 I 166.4 I 132.4 I ^'^•O 

-ilfs =§[(o + io.o)+4(25.6+ ■ ■ ■ +I22.4)+2(5I.6+ • • • +1664)) 

= 2018.9. 
As = ! [(12.5 +0.5) +4 (12.8+ ■ ■ . +6.8)+2Cl2.9+ • . . +104)1 

= 226.1. 

IT - 2018.9 n r 

Hence. x = — ^ = 8.93 ft. 

226.1 ^^ 

103. General formola for approxiinate integratioa. — \^^ may derive 
a genersil formula for approximate integration by integrating any of the 
formulas of interpolation. Thus, Newton's formula (p. 215), 

, , w {« — i) , , , n (n — i) . . . (n — fe + 1) , 
y»=ya + tm + — ^-r^ — • 60 + ■ ■ ■ + — ^^ r^ '— ko, 
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where x = Xo + nh, is true for all values of n if some order o£ differences 
is constant or approximately constant. Multiplying by dn and inte- 
grating term by term between the limits o and n, we have 

/ y, d« = Jo I dn + On j ndn + r^ j n(n -~ i)dT. 
Since x = Xi, + nh, therefore, n = — r — and dn = ydx. Hence, 

r^--h^?-+(f-?)@+(f--+-)§ 

Thus, if the differences after some order, as the ^th, are negligible, we 
may use this formula to get the approximate area between the curve, the 
:c-axis, and the ordinates x = Xq and x = x„. The process is equivalent to 
approximating the equation of the curve by a polynomial of the ^th 
degree. The differences Oq, bo, Co, - ■ . are those which occur in a line 
through Jo parallel to the upper side of the triangle in the scheme on p. 2:0. 
Similar integration formulas can be derived from the other interpolation 
formulas. 

If the interval from x^ to x^ is large, it is well to divide this into smaller 
intervals, apply the formula to each of the smaller intervals, and add the 
results. In this way we may derive the formulas of Art. loi and similar 
formulas as special cases of the above general formula. 

Let us first note that by means of the rule for the formation of the 
successive differences of a function (p. 210) we may express the differences 
flo, bo, Co, . . . in terms of yo, yi, yt Thus, 

oo = Ji - Jo. 

6„ = a, - flo = (yi ~ yi) - (yi-yo) = ys- 2yi + yo, 

ca = b,-bo = [{y»-2ys+yi) - (ys- 2yi + yo)] = >» -3?» + 33'i-3'iJ. 

do = yi - 43'i + 6y2 - 43-1 ^-j-o, 

ft* = ys - 5^4 + toy, - lOyi + 5yi - yo. 

Re = y* - «y*-i H — —^- — -yt-i - • ■ ■ 

where the coefficients in the right members of these equations are the 
binomial coeffiaents, t^ken alternately plus and minus. 
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(1) Let n = I and 60, co, . . . all zero, t.c., approximate the curve 
(Fig. loio) from Xo to Xi by a straight line, y = A + Bx. Then 

jydx = h\yo + ia^] = hlyo + h(yi- >t)l = a[^4^]- 

Applying this result to each interval and adding, we get the Trapezoidal 
rale: 



=r 



ydx = h[i(ya + yn) +yi+yt+ • ■ • + y«-i]. 



(2) Let n ~ 2 and cmdo, . . . all zero, i.e., approximate the curve 
(Fig, loia) from Xo to *j by a parabola, y = A + Bx + Cx^. Then 

ydx = h[2yo + 200 + ibo] =A[2yo+ 2(3'i -Jo) + J (j^ - 2 yi + yo)] 



r 



Applying this result to an even number of intervals, two at a time, and 
adding, we get Simpson's rale: 

Aa^ f''ydx = ^[{yo+y.)+^{yi+y,+ ■■• +yn~i)+2(y,+y,+ ■ ■ • +?,.,}]. 
■Jn 3 

(3) Let n = 3 and dn, co, . . . all zero, i.e., approximate the curve 
(Fig. loia) from x^ to xg by a parabola of the 3d degree, y •= A + Bx + 
Ci^ + Ds?. Then 

lydx = h[s yo+l Oo+I fto+f Co] = A (3 yo+S (yi-Jo) + J (yi-2 yi+yo) 
+ 1 (.yi - ^yt + $yi - yo)] = lh\y<, + ^yi + iyi + yi]. 
Applying this result to n intervals, where « is a multiple of 3, and adding, 
we get Simpson's three-eighths rule: 

Aa'=J'^ydx = ik[yo+2(yi+y^+yt+ ■ ■ ■)+3(yi+y»+yi+yt+ ■ • ■)]- 

(4) Let M = 6 and the differences beyond the 6th order negligible, 
i.e., approximate the curve (Fig. lOia) from Kj to xj by a parabola of the 
6th degree, y^A+Bx + Ci^+---+ Hx^. Then 



Ox, 



yds: = A [6yo + iSofl + 2760 + 24eo + Wi) + fSeo + AV/o]. 

Substituting the values of Oo. 60, • . . , /o in terms of the y's and re- 
placing ^ ja by T^ /o, thus neglecting j{ e f» which will be fairly small, we 
get Weddle's rule: 

Aw^ I ydx = ^k[yi, + syi + yi + 6y% + y, + 5yi + yi]. 
■Ji, 

We may apply this rule to n intervals where n is a multiple of 6. 
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Example. Apply the approximate rules (i) to (4) to evaluate 1 — 

We divide the interval into 6 equal parts, so that h = 0,1. From the 
table 



^T-o.i[l(i + ^g)+^+^ + ^ + ^^ + ^] = 0.2624493; 

--T[(^^^^fc^+r3+'2^)+K.^+2^4)]=«--^= 

+ 3(^)+r6]=°-^^='3645; 

r* dx I 1^'* 
— = Inr = In 2,6 — In 2 = In 1.3=0.2623637. 

At agrees with yl to 4 decimals, while As, As', and Aw agree about 
equally well with 4 to 6 decimals. 

104. Numerical differentiation. — We are to Bnd the slope of the 
curve y = f(x) at any point when the curye is drawn or a table of values 

of equidistant ordinates are given, i.e., we are to iind -^ when the analyti- 
cal form of the function is unknown. Graphically, we must construct 
the tangent line to the curve at the given point. The exact or even 
approximate construction of the tangent line to a curve (except for the 
parabola) is difficult and inaccurate.* 

We may derive an expression for -j- by differentiating Newton's in- 
terpolation formula. Newton's formula 



is true for all values of n if some order of differences, as the ifeth, is con- 
stant or approximately constant. 

Since x = Xa + nh, therefore, dx = hdn, and -r- = t ,, ,* = n -rK' 
dx k dn d** h* dn* 



' See Art. 106 on graphical difFerentiatioa. 
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Hence, 

g.l[<l,+ (2n-l)| + (3«'-6«+2)| + (4»'-l8»'+22»-6)^+-.], 

g-p[».+ (»-i)a+(6«"-i8«+")^+ ■ •]• 

The values of these coefficients are tabulated for values of n between 
o and I at intervals of o.oi.* 

For the tabulated values xq, xi, . . . , x„, we have n = o, so that for 
these values of x we have the simpler formulas 

|.i[«.-ii. + ia-i*+...], 

If the value of x for which -3^ is required is near the end of the table, 

we may use similar formulas derived from the modified Newton's formula 
for end-interpolation (p. 217). 

Example. Find -^ and -7^ for * = 3 and x = 3.3 from table (l) on 

p. 211 and check the results by differentiating y = 3^. 

Since x = 3 is a tabulated value we apply the second set of formulas: 



For X = 3.3 we apply the first set of formulas, where Oo *= 37, 60 = 24, 
Co = 6, « = 0.3. Then 

|-[37 + (-o.4)°^+(o.47)|]-32.67;g-[.4 + (-o.7)6]-.9.8. 

From y = x', ^ = 3 nc* = 32.67. ^ = 6r=i9.8. 

Example. Rate of change. — The following table gives the results of ob- 
servation; 6 is the observed temperature in degrees Centigrade of a vessel 
of cooling water, ( is the time in minutes from the beginning of observation. 

__i [ o | i | 2- l 3 | 4 | 5 

6 I 92.0 1 85.3 I 79.5 I 74.5 I 70.2 I 67.0 

To find the approximate rate of cooling when t = i and ( = 2.5. 

* See Rice, Theory and PracUce of Inlerpolalitm. 
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From the table of differences 



1 


» 


A' 


a< 


i' 


" 


93.0 

85-3 


-6.7 

-5-8 


0.9 






79-5 


-5.0 




-0.1 




74-5 


-4-3 


0.7 




4 


70.2 


-3-2 


i.i 




5 


67.0 









wheni=l, B = o and ^ = f-S-S -i(o.8) +-(-o.l)l= -6.23; 

when / = 2.5, « = 0.5 and^ = -5.0 + + {- 0.25) (— ^) =-S-oa. 

Example. Maximum and minimum. — The following table gives the 
results of measurements made on a magnetization curve of iron; B is the 
number of kilolines per sq. cm., ;* is the permeability (Fig. 104). 



*'!37ol57o|73o|865[985|i09o[ii75!ia45|i295|i33o|i34o|i32o|i25oiii2o| 930 | 725 













































































1000 
800 

soo 












^ 
















\ 


































\ 






/ 




























^ 


/ 










































































































i 




t 


I 








1 


1 


1 t 


2 1 


/ 


* / 


! 



To find the maximum permeability. In Fig. 104 the maximum perme- 
ability appears to be in the neighborhood of B = 10. We therefore tabu- 
late the differences of 11 in the neighborhood oi B = 10. 



B 


f 


i" 


if 


if 


9 


1330 










1340 










1320 


- 70 
-130 






13 


1250 
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For values of B between B = g and B = lo, we have 

* = [„+(..-.)( 

For i 



d^ 



f)+(3«'-6«+2)(-f)]=|Cli-6M-6n^). 
o, hence 6«'4-6» — ii = o, and » = 0.94. 



maximum, -r= - 
Therefore, B = Bo + nk = 9.94. 

We find the corresponding value of t* by the interpolation formula, 
M = 1330 + (0.94} (lo) + (0.0282) (-30) + (0.0100) (-20) = 1340. 
If we take account of A' and A* only, we get 
^= io+(2n- i)(-^)=o, or M = 1 = 0.83, and 5=9.83. 
Then ;* = 1330 + (0.83) (10) + (0.0275) {-30) = I337-5- 

105. Graphical integration. — Let us find the value of the definite 
integral I f{x) dx or the area under the curve y = f{x) by graphical 

methods. We draw the curve y = f(x) (Fig. 1050) and along the ordinate 
at P {x,y) erect the ordinate y' whose value is a measure of the area under 




Fig. 1050. 



Fig. 1056. 



the curve y = f(x) from the initial point A {x = a) to the point P, i.e., 

y' = j fix) dx. Thus for every point P {x, y) we have a corresponding 

point P' (x, y'). The curve traced by the point P' (marked I in the 
figure) is called the integral curve and the curve traced by the point P 
(marked A in the figure) is called the derivative curve. Evidently, if P 
and Q are two points on the A-curve and P' and Q' are their correspond- 
ing points on the /-curve, the difference of the ordinates of P' and Q', 
y" — y', is a measure of the area under the arc PQ. 

The practical construction of the integral curve consists of the follow- 
ing steps (Fig. 1056). 

(i) Divide the interval from Xo to a:„ into n equal or unequal intervals 
and erect the ordinates Jo. y y™- 
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(2) Measure the areas xoAitAiXi = y/, xoAaAiXt = ys', ■ . . , 
XfiAoAnX^ = jn'. These areas may be found by means of a planimeter 
or by the construction of the mean ordinates. Thus, the area XqAoAiXi 
is equal to the area of a rectangle whose base is x^Xi and whose altitude 
is the mean ordinate trti within that area. Similarly, the area xiAiA^xi 
is equal to the area of a rectangle whose base is xix^ and whose altitude is 
the mean ordinate wij within that area. Estimate the mean ordinates 
mi, *«j, Wi, . . . , «« within the successive sections. Then 
yi' = iMi (*o*i), yi' = yi +nh (a^ixi), ya = yi + ma (xiXi), . , . , 

yj = Jn'-i + m„ (x^-ix„). 
If the intervals are all equal, i.e., xqXi = xiXt = . . , = x„-ix„ = Ax, 
then y' = ^mAx. (We shall later give a more exact construction for the 
mean ordinate.) 

(3) At xi, xi, Xi, . . . , Xn erect or- 
dinates XiBu XiBi, . . . , x^Bn equal 
respectively to y/, yn', . . . , y«', and 
draw a smooth curve through the points 
So, Bi, Bi, . . . , 5n- This last curve 
will approximate the required integral 
curve. 

Example. Construct the integral 
curve of the straight line y = 1 — x be- 
tween a: = o and x = 2. (Fig. 105c,) 

Divide the interval from 3c = o to a; =* 2 
into 10 equal parts and erect the ordinates 
given in the table; here, Aa: = 0.2. 




Fig, 105c. 
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It is evident that the mean ordinate in each section is merely one-half 
the sum of the end ordinates, so that the values of m are easily found. 
Erect the ordinates y and draw a smooth curve through the ends of the 

ordinates. The curve will approximate the parabola y' = j (i — *) dx 
■^x-ix?. 
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Example. The following table gives the accelerations o of a body 
sliding down an inclined plane at various times (, in seconds. To find 
the velocity and -distance traversed at any time, if the initial velocity 
and initial distance are zero. 



300 400 



500 



1 1 0.320] 0.304! 0.256I 0.176 1 0.080 1 -0.016 1 -o.oi 



-0.136I - 



.I76I — 0.208| —0.240 



Since v = j adi and s = f vdl, the time-velocity curve is the integral 

curve of the time-acceleration curve, and the time-distance curve is in 
turn the integral curve of the time-velocity curve. 

In Fig. logd, we have plotted / as abscissas and^a as ordinates. The 
units chosen are 1 in, = 100 sec., and i in, .= 0.16 ft. per sec. per sec. 
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In each interval of loo sec. we have estimated the mean acceleration 
as the average of the accelerations at the beginning; and end of the in- 
terval; thus, in the first interval, Om = i (0.320 + 0.304) = 0.312. This 
is equivalent to replacing the arcs of the curve by their chords or to find- 
ing the area by the trapezoidal rule. Since the initial velocity is zero, 
the {(, v) curve joins ( = o, u = o with t = 100, v = 31.2, etc. We have 
drawn the ((, v) curve with a unit of i in. = 20 ft. sec. 

In each interval of 100 sec. we have estimated the mean velocity as the 
average of the velocities at the beginning and end of the interval; thus in 
the first interval, f«. = i (0 + 31.2) = 15.6. Since the initial distance 
is zero, the (/, s) curve is drawn through the points t = 0, s ~ o,t = lOO, 
s = 1560, etc. The unit chosen is i in. = 10,000 ft. 

The tables for v and s give the velocity and distance at the end of each 
100 seconds, and we may interpolate graphically pr numerically for the 
velocity and distance at any time between t = o and / = rooo. 

In the foregoing discussion the accuracy of the construction of the 
integral curve depends largely upon the construction of the mean ordi- 
nates in the successive intervals. If the intervals are very small, we may 
get the required degree of accuracy by replacing 
the arcs by their chords and taking for the mean 
ordinate the average of the end ordinates. 

The approximation of the mean ordinate 
for the arc AiAi '{Fig. io5e) is equivalent to 
finding a point M on the arc such that the area 
under the horizontal CoCi throi^h M is equal 
to the area under the arc AoAi or such that the 
shaded areas AoCoM and AiCiM are equal. By means of a strip of cellu- 
loid and with a little practice the eye will find the position of M quite 
accurately, for the eye is very sensitive to differences in small areas. 

We may draw the integral curve by a purely graphical process. Let 
us first consider the case when the derivative curve is the straight line 
AB parallel to the a;-axis (Fig. 105/). Choose a fixed point S at any con- 
venient distance a to the left of 0. Extend AB to the point K on the y- 
axis and draw SK. Through A' (the projection of A on the A^axis) draw 
a line parallel to SK cutting the vertical through B in B'. Then, the 
oblique liaeA'B' is the integral curve of the horizontal line AB. For, if 
P and P' are two corresponding points, then 

y' : A'Q = yo : a, or y' = - (yo X A'Q) = - X (area under AP). 

Similarly, for another horizontal CD, with C and B in the same verti- 
cal line, extend CD to the point L on the y-axis and draw SL; through B" 
draw a line parallel to SL cutting the vertical through D in C"; then, the 
oblique line B"C" is the integral curve of the horizontal CD. Finally, 
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draw B'C parallel to B"C" or to SL; then the broken oblique line A'B'C 
is the integral curve of the broken horizontal line ABCD. 

Consider, now, any curve. Divide the interval from Xo to x. into « 
parts and erect the ordinates (Fig. I05g). Through An, Ai, At, • ■ • , 
draw short horizontal lines. Cut the arc AoAi by a vertical line making 




Fig. log/. 

the small areas bounded by this vertical, the arc, and the horizontals 
through Aa and Ai, equal. Proceed similarly for the succeeding arcs. 
Then construct the integral curve of the stepped line by the method 
explained above. Choose a point 5 at a convenient distance a to the left 
of and join S with the points Co, Ci, Ci in which the extended 




Fig. io5g. 

horizontals cut the ^t-axis. Then, starting at B3, draw a line through Ba 
parallel to SCt until it cuts the first vertical; through this point draw a 
line parallel to SCi until it cuts the second vertical, etc. The points 
where the resulting broken line cuts the ordinates at Ao, Ai, At, . . . , 
»'.«., the points Bo, B], £i, . . . , are points on the required integral curve; 
forateach of the pointS'4o, ./li, .^3, . . . , the area under the curve from 
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Ao to that point is equal to the area under the stepped line; so that a 
smooth ciu^e through the points Bo, Bi, B2, . . . will be the required 
integral curve. 

t Since y' = - j ydx, therefore, -^ = ~y. so that the slope of the 

integral curve at any point is proportional to the ordinate of the deriva- 
tive curve at the corresponding point. Furthermore, by the construc- 
tion, the slopes of the oblique lines through Bt, Bi, Bi, . . . are propor- 
tional to the ordinates >, yi.yi so that these oblique lines are ' 

tangent lines to the required integral curve at these points. We can 
thus get a more accurate construction of the integral curve by drawing 
the curve through the points Bo, Bi, Bi, . . . , tangent to the oblique 
lines through these points. 

The polar distance SO = a is constructed with the same scale unit as 
the abscissa x, and the ordinate y is measured with the same scale unit 
as the ordinate y. 

Example. Determination of the mean spherical candle-power of a mazda 
lamp. — In testing a lamp for the m. s. c. p., the intensity of illumination 
is measured every 15° by means of a rotating lamp and a photometer. 
The following table gives such measurements for a particular case: 
Angle fl° I o I 15 I 30 I 45 I 60 I 75 I 90 I 105 I rao I 135 I 150 I 165 I 180 

c-P |ii.55li3-o|i54|22.4|3i.oi38.8|l27l43-9l45.2 I 32.0I21.8 I 9.1 | o 

According to the well-known Rousseau diagram, a semicircle is drawn 
(Fig. 105ft) ^^^ divided into 15° sections, and perpendiculars are dropped 
from the points of division to the diameter, x^, Xu X2, . . . , xn- Upon 
these perpendiculars the values of c-p are laid off as ordinates. The area 
under the curve AoAiAi . . . At3 determined by these ordinates divided 
by the length of the base is the m. s. c. p. of the lamp, and this value 
multiplied by 4 ir will give the flux in lumens. 

To measure the required area we have constructed the integral curve 
(Fig, losfc) by the method described above. We chose 7 in. for the 
length of the diameter of the circle and i in. = loc-p in laying off the ordi- 
nates. The y-axis or axis to which the horizontals are extended is drawn 
5 in. to the right of the point An, so that the polar distance is AoO = a 
= Sin. 

The area under the curve AaAiAs . . . An is measured by the ordi- 
nate XisBii = 4.66. Since y' = ~ X area, therefore area = a X y* = 5 
X 4.66 = 23.3 sq. in. Since I in. on the scale of ordinates represents 
10 c-p and the base of the diagram is 7 in., the m. s. c. p. = ^^ ~ 

= 33-3 c-f"' The straight line A0B12 will cut the y-axis in a point D such 
that OD read on the c-p scale will also give the m. s. c. p., for 
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OD _ «i»gu ^jy _ XnB\i X a ^ area _ 

AoO Ao«ii ' base base ' 

We measure OD = 33.0 c-p. 




Having drawn the integral curve we may immediately find the 
m. s. c. p. of any portion of the lamp between two sections. Thus, for 15° 
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on each sideof the vertical, them, s.c.p. is found by drawing .i4o£ parallel 
to BtBi and reading OE = 42.0 c-p on the candle-power scale, since 
OE x-,Bj — Xf^i _„ _ area under A^j 



0E~'- 



I. s. c. p. 



Similarly the m. s. c. p. of the section above a horizontal plane 
through the lamp is measured by OF = 37.0 c-p, and the m. s. c. p. of 
the section below a horizontal plane through the lamp is measured by 
OG = 29.5 c-p. 

106. Graphical differentiation. — If the integral curve y' = f(x) is 



given we may construct the derivative curve y 



by using the prin- 




tangents at Bo, Si, B-. 

Xi a:« erect ordinates Xfl4(i = yn.XiA) 



ciple that the ordinate of the derivative curve 
at any point P {x, y) (Fig. io6a) is equal to 
the slope of the integral curve or of the 
tangent line P'T at the corresponding point 
P' (x, y'). 

The practical construction of the deriva- 
tive curve consists of the following steps: 
(i) Divide the interval from Xq to x^ (Fig; 
1066) into n parts and erect the ordinates 
y<i'> yi, yt, ■ ■ ■ , y™'- (2) Construct the 
. , B„ and measure their slopes. (3) At Xo, 
. . , x„An = Jb, where 




the y's are proportional to the corresponding slopes, and draw a smooth 
curve through the points At, Ai, Ai, . . . , A„. This curve will ap- 
proximate the required derivative curve. 
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Example. The following table gives the pressure p in pounds per 
sq. in. of saturated steam at temperature 0° F. Construct the curve 
showing the rate of change of pressure with respect to the temperature, 

dp/dO. 
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06 
14 
19 

;8 
3S 
43 
47 

52 



In the above table we have approximated dp/d0 by Ap/A9, i.e., we 
have replaced the (fl, p) curve by a series of chords, and the slopes of the 
tangents by the slopes of these chords. We then plotted (6, Ap/A8) and 
joined the points by a smooth curve (Fig. io6c). 
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It is evident that the difficulty in the construction of the derivative 
curve lies in the construction of the tangent line to the integral curve. 
The direction of the tangent line at any point is not very well defined by 
the curve. As a rule it is better to draw a tangent of a given direction 
and then mark its point of contact than to mark a point of contact and 
then try to draw the tangent at this point. A strip of celluloid on the 
under side of which are 2 black dots about 2 m.m. apart may be moved 
over the paper so that the two dots coincide with points on the integral 
curve and so that the secant line which they determine is practically 
identical with the tangent line. If the arc AB (Fig, io6d) is approxi- 
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mately the arc of a parabola, we have a more accurate construction of the 
tangent; the line joining the middle points M and M' of two parallel 
chords AB and A'B' intersects the curve in P. the point of contact, 
and the tangent PT is parallel to the chord AB. 

We may also draw the derivative 
curve by purely graphical methods. 
The process is the reverse of the 
process described (or constructing 
the integral curve (Art. 105). Let 
Bo, Si, Sb, . . . be the points of 
contact of tangent lines to the in- 
tegral curve (Fig. 1052). Choose a 
fixed point 5 at a convenient dis- 
_ , J • tance a to the left of the y-axis and 

^'°- ""■ draw the lines SC„ SC. 5C, 

parallel respectively to the tangent lines at Ba, Bu Bi, .... Project 
the points Co, Ci, Q, ~ ■ ■ , horizontally on the ordinates at Bo, Bi, 
Bj, . . . , cutting these ordinates in An, Ai, A2, .... The points 
Ae, Ai, Ai, . . . , are then points on the required derivative curve, 
since BoAo -5- o = slope of 5Co = slope of tangent at Bo, etc. We may 
now join the points ^0, Ai, Ai, . . . by a smooth curve, or we may get 
greater accuracy by using the stepped line of horizontals and verticals. 
Thus, we draw, the horizontals through the points .4o. Ai, A2, . . . , and 
the verticals through the points of intersection of consecutive tangents 
to the integral curve. The arcs AaA,, AtA^, . . . , are now drawn so 
that the areas bounded by each arc, the horizontals, and the vertical, 
are equal. 

107. Mechanical integration.* The planimeter. — This is an in- 
strument for measuring areas. Consider a line PQ of fixed length / 
moving in any manner whatever in the plane of the paper. The motion 
of the line at any instant may be thought of as a motion of translation 
combined with a motion of rotation. Suppose the line PQ sweeps out 
the elementary area PQQ'P' = dS (Fig. 107a). This may be broken up 
into a motion of translation of PQ to P"Q' and a motion of rotatlnu 
from P"Q' to P'Q'. If dn is the perpendicular distance between the 
parallel positions PQ and P'Q" and d(t> is the angle between P"Q' and 
P'Q', then 

dS=ldn + ^Pd4,. 

* For descriptions and discussions of various mechanical integrators Bee:'AbdanlE> 
Abakanowicz, Les Intigraphes (Paris, Gauthler-Vi liars); Henrici, Report on Fianimeters 
(Brit. Assoc. Ann. Rep., 1894, p. 496); Shaw, Mechanical Integrators (Proc. Inst. Civ. 
Engs., 1885, p. 75); Inslrumenls and Methods of Calculation (London, G. Bell & Sons); 
Dyck's Catalogue; Morin's Lei Apparsils d' Integration. 
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Now if PQ carries a rolling wheel W, called the integrating wheel, whose 
axis is parallel to PQ (Fig. I07i), then, while PQ moves to the parallel 
position P"Q', any point on the circumference of this wheel receives a 
displacement dn, and while P"Q' rotates to the position P'Q', this point 
receives a displacement a dip, where a is the distance from Q to the plane 








Fig. 107&. 



of the wheel. So that, as PQ sweeps out the elementary area dS, any 
point on the circumference of the wheel receives a displacement 

ds = dn + a d4t. 
Therefore, , dS = Ids - ald^ -\- IPd^. 

Hence the total area swept out by PQ is 



S = I ids - ai Trf* + ipfd^. 




Fig, I07e. 



Now, if PQ comes back to its original position without turning com- 
pletely around, then the total angle of rotation j dij> = o, so that 

S = ls. 
where J is the total displacement of any point on the circumference of the 
integrating wheel. 

But if PQ comes back to its original position after turning completely 
around, then 

S = Is - 2 iral + rP. 
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The most cximraon type of planimeter is the Amskr polar planimeter * 
(Fig. 107c). Here, Fig. 107^, by means of a guiding arm OQ, called the 
polar arm, one end Q of the tracer arm PQ is constrained to move in a 
circle while the other end P is guided around a closed curve c-c-c- . . . 
which bounds the area to be measured. Then the area Q'P'PP"Q"QQ' 
is swept out twice but in opposite directions and the corresponding dis- 
placements of the integrating wheel cancel, so that the final displacement 
gives only the required area c-c-c- .... The circumference of the 
wheel is graduated so that one revolution corresponds to"a certain definite 
number of square units of area. 




Fig. lojd. 



The ordinary planimeter used for measuring indicator diagrams has 
Z = 4 in. and the circumference of the wheel is 2.5 in.; hence one revolu- 
tion corresponds to 4 X 2.5 = 10 sq, in. The wheel is graduated into 10 
parts, each of these parts again into 10 parts, and a vernier scale allows 
us to divide each of the smaller divisions into 10 parts, so that the area 
can be read to the nearest hundredth of a sq. in. The indicator diagram 
on p. 228 gives a_, planimeter reading of 2.55 sq. in., which agrees with the 
result found by Simpson's rule with 15 ordinates. 

The polar planimeters used in the work in Naval Architecture usually 
have a tracer arm of length 8 in., and a wheel of circumference 2.5 in., so 
that one revolution corresponds to 20 sq. in., thus giving a larger range 
for the tracing point. If the area to be measured is quite large, it may be 
split up into parts and the area of each part measured; or the area may 
be re-drawn on a smaller scale and the reading of the wheel multiplied 
by the area-scale of the drawing.f 

• This instrument was first put on the market by Amsler in 1854. 

t If PQ (Fig. 107 iT) turns completely around, the required area b 5 4- «■ (00'- 
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If very accurate results are required, accouot must be taken of several 
errors, (i) The axis of the integrating wheel may not be parallel to the 
tracer arm PQ. This error can be partly eliminated by taking the mean 
of two readings, one with the pole to the left of the tracer arm, the other 
with the pole to the right* (Fig. I07e). 
This cannot be done with the ordinaiy 
Amsler planimeter because the tracer 
arm is mounted above the polar arm, 
but can be done with any of the Coradi 
or Ott compensation planimeters; one 
of these instruments is illustrated in 
Fig. 107/. {2) The integrating wheel 
may slip; some of this slipping may be 
due to the irregularities of the paper 
and has been obviated by the use of 
disc planimeters, in which the recording 
wheel works on a revolving disc instead 
of on the surface of the paper. 

Various types of linear planimeters have been constructed. These 
differ from the polar planimeters in that one end of the tracer arm is 




Fig, 107E. 




Fig. 107/. 



constrained to move in a straight line instead of in a circle. Planimeters 
of the linear type form part of the integrators described in Art. 108. 
Various other types of planimeters 
have been constructed, which do not 
have an integrating wheel. One of the 
best known of these is that of Prytz, 
also known as the hatchet planim- 
eter.f In this form of the instrument 
{Fig. I07g) the end Q forms a knife- 
edge so that Q can only move freely 
along the line PQ. When P traces the 



0-— 



Fig. i07g. 

given curve, Q will describe a curve such that PQ is always tangent to it. 
* For a pnx>f of thia statement, see Instruments and Methods of Calculation, p. 196. 
t For the theory of this instrument, see F. W. Hill, Phil. Mag., xxxviii, 1894, p. 265. 
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Prytz starts the instrument with the point P approximately at the 
center of gravity G of the area to be measured, moves P along the radius 
vector to the curve, completely around the curve, and back along the 
same radius vector to G. The required area is then given approximately 
by P<jt, where / is the length PQ and <j> is the angle between the initial 
and final positions of the line PQ. 

io8. Integrators. — The Amsler integrator is practically an extension 
of the linear planimeter. In the latter instrument, the end Q of the tracer 
arm PQ of constant length /, is constrained to move in a straight line X'X, 
while the tracing point P describes a circuit of the curve. If the axis of 
the integrating wheel attached to PQ makes a variable angle m<z with 
X'X (Fig. loSa) at each instant, the point P will have for ordinate 

y,, = i sin ma, and the area described by P will be I i sin ma dx. On 

the other hand, the area described by P is equal to / times the displace- 
ment of any point on the circumference of the integrating wheel; hence 

I sin ma dx is equal to the displacement of a point on the circumference of 

an integrating wheel whose axis makes an angle ma with X'X. 



Moment of ar 
about X'X 



Fig. 1086. 
Now, given a curve c-c-c- . . . (Fig. 1086). 

Area = j ydx = j Isinadx = I j sinadx. 

- I y*dx = - j P sin' adx = - I (i — cos 2 a) da: 
'= ~ I dx (sin (90° ~ 2a)dx 

~ ~~A / ^'" ^^° ~ 2a)dx, since j dx = o, 

the arin PQ returning to its original position when P makes a complete 
circuit of the curve. 

Moment of inertia if., iTb-sj ^ f/i ■ * ■ \j 
of area about A^'X 3 J "^ 3 J 3-/ \4 4 / 

= - I sinadx / sin 3 a da:. 

4J 12J ^ 
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(90° — 2 a) dx, and 



n:iadx, and hence 



the area, moment, and moment of inertia can be measured by three in- 
tegrating wheels whose axes at any Instant make angles a, 90° — 2 a, 
and 3 a, respectively, with X'X. 
^' The Amsler ^-wkeel integrator (Fig. io8c) consists of an arm PQ and 
3 integrating wheels A , M, and /. The instrument is guided by a carriage 
which rolls in a straight groove in a steel bar; this bar may be set at a 
proper distance from the hinge of the tracer arm by the aid of trams. The 
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Fig. ioSc. 

line X'X, which passes through the points of the trams and under the 
hinge, is the axis about which the moment and moment of inertia are 
measured. The radius of the disk containing the Af-wheel is one-half 
the radius, and the radius of the disk containing the /-wheel is one-third 
the radius of the circular disk D to which they are geared. Therefore, 
the axis of the Af -wheel turns through twice, and the axis of the /-wheel 
turns through three times the angle through which the tracer arm PQ or 
the axis of the j4 -wheel swings from the axis X'X. 

The integrating wheels are set so that in the initial position, i.e., when 
P lies on X'X, the axes of the A- and /-wheels are parallel to X'X while 
the axis of the JW-wheel is perpendicular to X'X. Then, when the tracer 
arm PQ makes an angle a. with X'X, the axes of the A-, M-, and /-wheels 
make angles a, 90° — 2 a, and 3 «, respectively, with X'X. Further- 
more, the graduations of the Af-whee! are marked so that these gradua- 
tions move backward while the graduations on the other wheels move 
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forward. Hence, when P has completed the circuit, and if a, m, and i are 
the displacements of points on the circumferences of the A-, M-, and /- 
wheels, respectively, we have 



The wheels are graduated from i to ro so that a reading of 5, for 
example, means 5/10 of a revolution. The constants by which these 
readings are multiplied depend upon the length of the tracing arm and 
the circumferences of the integrating wheels. In the ordinary instru- 
ment, / = 8 in. and the circumferences of the A-, M-, and /-wheels are 

Ci = 2.5 in., Cjf = 2.5 in., Cj = 2.34375 in. 
Thus, to find the 
area, a must be multiplied by 8 X 2.5 = 20; 

,. „ „ „ 8» 

moment, m — X 2.5 = 40; 

4 

8' 
moment of inertia, a " — X 2.5 = 320, 

4 

and t — X 2.34375 = 100. 

Finally, if Oi, Oj, mi, twj, and i\, h are the initial and final readings of 
the A-, M; and /-wheels, we have 
Area = 20 (og — Oi); Moment = 40 (nh — mO ; 

Moment of Inertia = 320 (as — aO — 100 (ii — ti). 

109. The integraph. — This is a machine which draws the integral 

curve, y' = jf(x) dx, of the curve y = fix). The most familiar type of 

such machines is the one invented by Abdank-Abakanowicz in 1878. 
The theory of its construction is very simple. A diagram of the machine 
is given in Fig. loga. The machine is set to travel along the base line of 
the curve to be integrated, and two non-slipping wheels, W, ensure that 
the motion continues along this axis. The scale-bar slides along the main 
frame as the tracing point P, at the end of the bar, describes the curve 
y = f{x) to be integrated. The radial-bar turns about the point Q which 
is at a constant distance a from the main frame. The motion of the re- 
cording pen at Pi is always parallel to the plane of a small, sharp-edged, 
non-slipping wheel w, and by means of the parallel frame-work ABCD, 
the plane of the wheel w is maintained parallel to the radial bar [since.w 
is set perpendicular to AB which is parallel and equal to CD throughout 
the motion, and the radial bar is set perpendicular to CD]. As the point 
P describes the curve y = f{x) , the angle between the radial-bar and the 
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axis, and consequently the angle 6 between the plane of the wheel and the 
axis, are constantly changing, and the recording pen at Pi draws a curve 
with ordinate y' such that its slope 

ax a a 

jind therefore, 



y-'aP^'^ 



so that the curve drawn by Pi is the integral curve of the c 
by P. 



If we now set the machine so that the point P traces the integral curve, 
then the recording pen Pi will draw its integral curve 



'Jy''"I{Iy"h-IP''''- 



We may thus draw the successive integral curves y, y", y, .... Fig. 
1096 gives the integral curves connected with the curve of loads of the 
shaft of a Westinghouse-Rateau Turbine. The curve of loads is repre- 
sented by the broken line in the figure. By successive integration we get 
the shear curve, the bending moment curve, the slope curve, and the 
deflection curve. The distance marked "offset" is the distance OOi in 
Fig. 109a. 
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iio. Mechanical differentiation. The Differentiator. — This is a 

machine which draws the derivative curve Y = -r^ oi the curve y = J{x). 

Since the ordinate of the derivative curve is equal to the slope of the in- 
tegral curve, it is necessary to construct the tangent lines at a series of 
points of the integral curve. We have already mentioned {Art. 106) the 
use of a strip of celluloid with two black dots on its under side to deter- 




mine the direction of the tangent. This scheme is used in a differentiating 
machine constructed by J. E. Murray.* In a differentiating machine 
recently constructed by A. Elmendorf,t a silver mirror is used for de- 
termining the tangent. The mirror is placed across the curve so that 
the curve and its image form a continuous unbroken line, for then the 
surface of the mirror will be exactly normal to the curve, and a perpen- 
dicular to this at the point of intersection of the mirror and the curve will 
give the direction of the tangent line. If the surface of the mirror de- 

• Proc. Roy. Soc. of Edinburgh, May, 1904. 

t Scientific American Supplement, Feb. 12, I9l6,j 
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viates even slightly from the normal, a break will occur at the point where 
the image and curve join. It is claimed that with a little practice a re- 
markable degree of accuracy can be obtained in setting the mirror. 

Fig. no gives a diagram illustrating the working of this machine. 
The tracing point P follows the curve y = f{x) so that the curve and its 
image in the mirror MP form a continuous unbroken line; then the arm 
PT, which is set perpendicular to the mirror, will take the direction of the 
tangent line to the curve. The link PR, of fixed length a, is free to move 
horizontally in the slot X'X' of the carriage C. The vertical bar SU 
passes through R and is constrained to move horizontally by heavy rollers. 
The point Q slides out along the tangent bar Pr and also vertically in the 
bar SU, carrying with it the bar QP'. If we choose for the x-axis a 
line XX whose distance from X'X' is equal to QP', then the point P' 
will draw a curve whose ordinate is equal to y' = RQ. But RQ/a is 

the slope of the tangent PT, hence, y' = a X -^, and the curve drawn 

by P' is the derivative curve of the curve traced by P. 

The machine is especially useful for differentiating deflection-time 
curves to obtain velocity-time curves, and by a second differentiation, 
acceleration-time curves. It is also helpful in solving many other 
problems. 



Apply the approximate rules of integration (Art. loi) to the following examples: 

1. Evaluate J^ — , whenA = o.i.andwhen A =0.05, and compare the results with 
the values obtained by integration. 

2. Evaluate J 'sin a: rf«, when h =|, and when k= ~, and compare the results 
with the values obtained by integration. 

3. The arc of a quadrant of an ellipse whose eccentricity is 0.5 is given by 



V I — 0.25 sin' •!> d<li. Evaluate the integral when h = 9°. 

4. Evaluate C . — , when h = 0.5. 

J„ V^ - X + 1 

5. Thesemi-ordinatesinft. of the deck plan of a ship are 

3, 16.6, 25.5, 28.6, 29.8, 30, 29.8, 29.5, 2 
these ineasurementsare28ft. apart. Find the area of the deck. 

6. Given the following data for superheated steam 

-^1 ' I " I 6 I B |_ 
P I 105 I 42-7 I 25-3 I 16.7 I 
Find the work done. 
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7. The length of an indicator diagram is.3.6 in. The widths of the digram, 0.3 in. 
apart, are 

o, 040, 0.5a, 0.63, 0.72, 0.93. 0.99, 1.00, 1.00, 1.00, 1.00, 0.97, a 
Find the mean effective pressure. 

8. The lei^h of an indicator diagram is 3.2 in. The widths of the diagram, 0.3 in. 
apart, are 

i.oo, 1.68, 1.63, i.oo, 0.64, 0.48, 0.36, 0.36, o. 
Find the mean effective pressure. 

9. The speed of a car is miles per hour at a time ( seconds from rest; 



3-7 



7.5 



10.9 



130 



Find the distance traversed in 30 seconds. 

10. s is the specific heat of a body at temperature B" C. 



13-7 



10 



s I 1.00664 I 1-00543 I 1-00435 I 1-00331 [ 1.00333 I 1-OO149 I 1.00078 
Find the total heat required to raise the temperature of a gram of water from 0° C. to 
13° C. (total heat - ( sde). 

11. The areas in sq. ft.ofthesectionsof a ship above the keel and two feet apart are 

2690, 3635, 4330, 4900, 5400. 
Find the total displacement in tons. 

12. A reservoir is ui the fonn of a volume of revolution and D is the diameter in ft. 
at a depth of P feet beneath the surface of the water. 

P i o I 16 I 33 I 48 I 64 I 80 I 96 



105 



66 



27 



Find the number of gallons of water the reservoir holds when full. 

13. A plane board is immersed vertically in water. The widths of the board in ft. 
parallel to the surface of the water and at depths ) ft. apart are 

4.0, ^.6, 3.0, 1.7, 1.3, 1.0, 0.8, 0.6, 0.1. 
Find the pressure on the board and the depth of the 
of the water is level with the top of the board. 

14. The half-ordinates in ft. of the mid-ship s> 



■ of pressure when the surface 
of a vessel at intervals 2 ft. 



12.2, 12.5, 



3.6, J3.7, ia.7, 12.5, 



11.5, 10.1, 6.5, 0.3, 



Find the position of the center of gravity of the section. 

15. The shape of a quarter-section of a hollow pillar is given by the following table. 
The axes of « and y are the shortest and longest diameters. 



sin. 


6 


0.2R 


o-.W 


0.75 


1.00 


1-2,1 


1,10 


L75 

5-23 


2.00 


2.2s 


2-,10 


2.7s 


,1-00 


.V25 


1-,10 


out- 
side 


5-95 


S-90 


5-83 


5-76 


5-64 


5-48 


... 


4.68 


4-35 


3.88 


3-25 


2.34 




side 
3^ in. 


5 


4-90 


4.78 


4-65 


4-45 


4.22 


3.80 


3.40 


2.77 


3.08 


» 











of inertia of the section about the x- and y- axes. 
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16. Apply the formulas for numerical differentiation (p. 235) to table (a) y = «" on 
p. 211, aJid find J- and ^ when x = 5.31 and x — 5.33. Check the results by actual 
differenttation. 

17. Apply the formulas fornumerical differentiation (p. 235) to table (8) y ™ logsinx 
on p. 212, and find^ and j-^when x = l°2o' and x •• i°24'. Check the results by 
actual differentiation. 

18. In the following table, f is the distaace in ft. which the projectile of a gun travels 
along the bore in t sec. 

±\-^\ ' I ' 1-^-1 4 I 5 I 6 I 7 |_JL^|^_|_io_ 
f I o| 0.0360 1 0.0490I 0.0598I 0.0695 1 0.0785 I 0.0871 jo.0953lo.1032lo.1109lo.1184 

Find the velocity P — tt "I /^, and the acceleration o = jX = ~jj/(x) ^i>e'> J " 
5 ft. 

19. Use the data given in Ex. 6 to find the rate of change of the pressure with re- 
spect to the volume, dp/dv, when v — 4 and — 5. 

20. Use the data given in Ex. 9 to find the acceleration, o = -jj , when ( = 10 and 
t = 12. 

21. Find the minimum value of the polynomial which has the values 



22. The ftdlowing table gives the results of measurements made on a normal in- 
duction curve for transformer steel; B is the number of kilolines per sq. cm.; ii is the per- 
meability. 



u I 625 I 870 I 1035 1 1210 I 1350 1 1465 I 1520! 1480 1 1430 I 1370 I 1280 I 1130 
Find the maximum permeability. 

23. Construct the integral curve of the parabda y = x ~ i y? asi varies from o to 2. 

24. Construct the integral curve of the sine wave y = 2sin2A:as* varies from p to x. 

25. The following table gives the accelerations a of a body sliding down an inclined 
plane for various distances s in ft. 

J I o I 100 1 goo I 300 I 400 I 500 I 600 [ 700 I 800 I 900 I 1000 
a I0.320I0.304I 0.256 I 0.176 I 0.080 |— 0.016 |— 0.060 I —0.136]— 0.176 |— 0.208 1^0.240 

Use the method employed in the illustrative example on p. 239 for drawing the integral 
curves and determining the velocity, v = \ 2 I ads, and the time, ' = J -(k, lor any 
distance, if u = o and ( = o when j = o. 

36. The following table gives the accelerations a of a body at various velocities d in 

"'"''"' _J^| O I 1 I g \^_\ 4 |_5_ 
a I 0.405 I 0.360 I 0.283 I 0.179 I 0.069 I 0.013 

Draw the integral curves to determine the time, i =■ J - do, and the distance, s ^ ) Z^t 
for any velocity, it ( = o and * — o when o — O. 
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37- In the fallowing table 
H ° I ' I 4 I 6 I 8 I .1.5 [ .5 I .9 I ^o 
■P I 38.000 I 38,500 I 38,500 I 35,500 1 27,500 I 19,000 I IS.700 I 11,000 I 3850 
P is the resultant pressure in pounds on the piston of a steam engine at dbtances s inches 
from the beginning of the stroke. Draw the integral curve to find the work done as the 
piston moves forward. I Work = i F ds.\ 

28. A car weighs 10 tons. It is drawn by a pull of P lbs.; ( b the time in seconds 
since starting. 

M » I ^ I 5 I 8 I ^° I 13 I 16 I 19 I 22 

P I 1020 I 980 I 882 I 720 I 702 I 650 I 713 I 723 I 805 
If the retarding friction is constant and equal to 4.10 lbs., draw the integral curve to find 
the speed of the car at any time. I Momentum = I {P — 410) dt. I 

29. In the following table 

I I 0.00490 1 0-00598 I 0.00695 1 0.00785 1 0.00871 1 0.00953 1 0.01032 1 0.01109 1 0.01184 

D I 869 I 987 I 1074 I II42 I II95 I 1242 I 1277 I 1309 I 1335 

V is the velocity of projection in ft. per sec. in the bore of a gun at time ( sec. from the 
beginning of the explosion. If i = 2 ft. when t = 0.00490 sec, draw the integral curve 
to show the relation between the distance and the time. 

30. A beam 10 ft. long is loaded as in the following table, where ui is the weight per 
unit length at distances x ft. from the free end. 

- I ° |_^|^_|-3^|.^J_|^„|_^|_7_[_8_|_^_|_iO_ 
tf I 2 1 2.5 I 3.7 I 5.5 i 7.7 I 9.7 I II.2 I 12.2 I 11.8 ) 10.2 I 7.2 

Draw integral curves to show {1) the shearing force, s = iw dx and (2) the bending 

moment, M-/.&. 

31. The following table gives the measurements for every 15° of the intensity of 
illumination of a lamp. 

Anglefl' l o [ 15 I 30 I 4S I 60 I 75 I 90 I 105 I lao I 135 I 150 I '65 I 180 
e-p l60.5l88.o|99.5|86.5,5O.o|3i.o|a9.o| 29.0 | 28.0 | 20.0 | 15.0 | 13.0 | 12.5 

Apply the method of the illustrative example on p. 242 to find the m.s.c.p. tor various 
sections of the lamp. 

32. In the following table 

M o I 10 I 20 I 30 [ 40 I 50 I 60 j 70 I 80 I 90 I 100 
I I o I 156 I 608 I 1308 I 2180 I 3132 I 4076 I 4942 I 5676 I 6236 j 6588 
s is the distance in ft. traversed by a body weighing 2000 lbs. in / sec. Draw the deriva- 
tive curves to show the velocity and acceleration at any time. Also draw the curve 
showing the relation between the kinetic enec^y and the force. 

33. The observed temperature fl in degrees Centigrade of a vessel of cooling water 
at tirtie / in min. from the beginning of observation are given in the following table: 

J-l— »_| ' I ^ I 3 I 5 j 7 I 10 [ 15 I «■ 
fl I 92-0 I 85.3 I 79.5 I 74.5 I 67.0 I 60.5 I 53.5 I 45.0 I 39.5 

Draw the derivative curve to show the rate of cooling at any time. 
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INDEX. 



Adiabatic expansion formula, 48 

chart for, 33, 49 
Alignment or nomographic charts (see 
also Charts, alignment or nomo- 
graphic) 
fundamental principle of, 44 
with curved scales, 106 
with (our or more parallel scales, 55 
with parallel or perpendicular index 

lines, 87, 91, 97 
with three or more concurrent scales, 104 
with three parallel scales, 45 
with two intersecting index lines, 68 
with two or more intersecting index 

lines, 76 
with two parallel scales and one inter- 
secting scale, 65 
Approximate differentiation, 324 
Approximate integration, 224 

by approximate integration rules, 227' 
by planimeter, 246 
Armature or field winding formula, 90 
chart for, 90 

Bazin formula, loi 
chart for, 102, 116 

Center of gravity, by approximate inte- 
gration rules, 231 
Chart, alignment or nomographic, for 
adiabatic expansion, 49 
armature or field winding, 90 
Bazin formula, 102, II6 
Chezy formula for flow of water, 58 
D'Arcy's formula for flow of steam, 81 
deflection of beams, 72, 73, 86 
discharge of gas through an orifice, 89 
distributed load on a wooden beam, 83 
focal length of a lens, 106 
Francis formula for a contracted weir, 

109 
friction loss in pipes, 94 



Chart, Grasshoff's formula, 51 
Hazen- Williams formula, 60 
horsepower of belting, 54 
indicated horsepower of a steam en- 
gine, 63 
Lame formula for thick hollow cylin- 

McMath "run-off," formula, 49 
moment of inertia of cylinder, 100 
multiplication and divi^on, 47 
prony brake, 70 

resistance of riveted steel plate, 103 
solution of quadratic and cubic equa- 

apodtic speed of turbine and water 

wheel, 75 
storm water run-off formula, loS 

tension in belts, 54 
tension on bolts, 67 
twisting moment in a cylindrical shaft, 

78 
volume of circular cylinder, 49 
volume of sphere, 49 

Charts, hexagonal, 40 

Chart with network of scales, for 
adiabatic expansion, 33 
chimney draft, 38 
elastic limit of rivet steel, 34 
equations in three variables, 28 
equations in two variables, 20 
multiplication and division, 30, 31 
solution of cubic equation, 36 
temperature difference, 39 

Chezy formula for flow of water, 56 
chart for, 58 

Chimney draft formula, 37 
chart for, 38 

Coefiicients in trigonometric series evalu- 
ated, 
by six-ordinate scheme, 179 
by twelve-ordinate scheme, 181 
by twenty-four-ordinate scheme, 185 
for even and odd harmonics, 179 
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Coefficients in trigonometric series evalu- 
ated, 
for odd harmonica only, i86 
for odd harmonies up to the fifth, 187 
for odd harmonics up to the eleventh, 



189 

for odd harmonics up to the 
191 

graphically, 300 

mechanically, 203 

numerically, 179, 186, 192, 198 
Constants in empirical formulas deter- 
mined by 

method of averages, 124, tz6 

method of least squares, 124, 127 

method of selected points, 124, 125 
Codrdinate paper, 

logarithmic, 32 



semilogarithm 



.24 



D'Arcy's formula for flow of steam, 71 

chart for, 81 
Deflection of beams, 70, 71, 84 

chart for, 72, 73, 86 
Differences, 310 
Differentiation, approximate, 234 

graphical, 344 

mechanical, 355 

numerical, 234 
Differentiator, 355 
Discharge of gas through an oriflce, S< 

chart for, 89 
Distributed load on a wooden beam, i 

chart for, 83 
Durand'a rule, 336 



Elastic limit of rivet steel, 32 

chart for, 34 
Empirical formulas, 

determination of constants 
173. «74 

for non-periodic curves, lao 

for periodic curves, 170 

involving 2 

involving 3 

involving 4 
Equations, solutions of (; 

algebraic equations) 
Experimental data. 120, 170 
Exponential curves, 131, 142, 
156 



Solut 



Focal length of a lens, 

chart tor, 35, 40, 106 

slide rule for, 15 
Fourier's series, 170 
Francis formula for a contracted weir, ■ 

chart for, 109 
Friction loss in pipes, 94 

chart for, 94 
Fundamental of trigonometric series, i' 

Gauss's interpolation formula, 319 
Graphical differentiation, 244 
Graphical evaluation of coefficients, 20( 
Graphical integration, 237 
Graphical interpolation, 209 
Grasshoff'a formula, 50 
chart for, 51 

Harmonic analyzers, 203 

Harmonics of trigonometric series, 170 

Hazen- Williams formula, 57 

chart for, 5o 
Hexagonal charts, 40 
Horsepower of belting, 53 

chart for, 54 
Hyperbola, 149 
Hyperbolic curves, 128, 135, 137, 140 

Index line, 44 

Indicated horsepower of steam engine, 

chart for, 63 
Integraph, 252 
Integration, approximate, 224 

applications of, 227 

by Du rand's rule, 336 

by rectangular rule, 223 

by Simpson's rule, 326, 233 

by trapezoidal rule, 225 

by Weddle's rule, 333 

general formula for, 231 

graphical, 237 

mechanical, 246 
Integrators, 250 
Interpolation, 209 

Gauss's formula for, 219 

graphical, 209 

inverse, 219 

Lagrange's formula for, 218 

Newton's formula for, 314, 217 1 
Isopleth, 44 

Lagrange's interpolation formula, 218 
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Lam^ fonnub for thick hollow cylinders, 
91 
chart for, 92 
Least Squares, method of, 124, 127 
Logarithmic coordinate paper, 22 
Logarithmic curve, 151 
Logarithmic scale, 2 

Maxima and minima by approximate 

differentiation formulas, 236 
McMath "run-off" formula, 48 

chart for, 49 
Mean effective pressure by approximate 

integration rules, 228 
Mechanical differentiation, 255 
Mechanical integration, 246 
Moment, by integrator, 250 
Moment of inertia, 

by approximate integration rules, 230 

by integrator, 250 
Moment of inertia of cylinder, 99 

chart for, 100 
Multiplication and division, charts for, 
30,31,41.47 

Newton's interpolation formula, 214, 217 
Nomographic or alignment charts {see 

Alignment or nomographic charts) 
Numerical evaluation of coefficients, 179, 

186, 192, 19S 
Numerical differentiation, 234 
Numerical integration, 224 
Numerical interpolation, 215 

Parabola, 145 

Parabolic curves, 128, 135, 140 

Periodic phenomena, representation of, 

170 
Planimeter, 

Amsler polar, 248 

compensation, 249 



tin 



r, 249 



principle of, 246 
Polynomial, 159 

Pressure and center of pressure, by 
approximate integration rules, 231 

Prony brake, 6g 
chart for, 70 

Rates of change, by approximate differ- 
a formulas, 235 



Rectangular coordinate paper, 21 
Rectangular rule, 225 
Resistance of riveted steel plate, lol 
chart for, 103 

definition of, t 

equation of, 3 > 

logarithmic, 2 
representation of, 1 
Scale modulus, 2 

network of, 20 

perpendicular, 30 

sliding, 7 

stationary, 5 
Semil<^arithmic coordinate paper, 34 
Simpson's rule, 226, 233 
Slide rule, 

circular, 16 

for electrical reMstances, 15 

for focal length of lens, 15 

Lilly's spiral, 18 

logarithmic, 9 

log-log, 13 

Sexton's omnimetre, 17 

Thacher's cylindrical, 18 
Solutions of algebraic equations, 

by means of parabola and circle, 26 

by means of rectangular chart, 35 

by means of alignment chart, 110 

by method of inverse interpolation, 231 

on the Jogarithmic slide rule, H 
Specific speed of turbine and water wheel. 
73 

chart for, 75 
Storm water run-off formula, 107 

chart for, 108 
Straight line, 122, 125 



Tables, construction of, 213 
Temperature difference, 37 

chart for, 39 
Tension in belts, 52 

chart for, 54 
Tension on bolts, 66 

chart for, 67 
Trapezoidal rule, 225 
Trigonometric series, 170 

determination of constants in, 173, 174 
Twisting moment in a cylindrical shaft, 77 

chart for, 78 
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